U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


1. Aircraft 

Nationality and Registration Mark 

USA N510PD 

Serial No. 

0400E 

Make 

MD HELICOPTERS INC. 

Model Series 

369 E 

2. Owner 

Name (As shown on registration certificate) 

CITY OF OAKLAND 

POLICE DEPT. HELICOPTER UNIT 

Address (As shown on registration certificate) 

Address 455 7 th STREET 

City OAKLAND State CA 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR 
THE ABOVE DESCRIBED AIRCRAFT SUBJECT TO CONFORMITY INSPECTION BY A PERSON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR. VAN NUYS FSDO: 


4. Type 


Repair Alteration 


□ 


□ □ 



date: SEP 2 6 2018 


5. Unit Identification 


Model 


Serial Number 


□ □ 


□ □ 



APPLIANCE 



6. 

Conformity Statement 


A. Agency’s Name and Address 

B. Kind of Agency 

Name ROTORCRAFT SUPPORT. INC. 

□ 

U.S. Certificated Mechanic 

□ Manufacturer 

Address 16425 HART STREET 

□ 

Foreign Certificated Mechanic 

C. Certificate No. 

City VAN NUYS Slate CA 

m 

Certificated Repair Station 

YT2R331L 

Zip 91406 Country USA 

□ 

Certificated Maintenance Organization 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual 

26 SEP 2018 PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the mani^r prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved □ REJECTED 


FAA Fit Standards 
Inspector 


FAA Designee 


Manufacturer 


X Repair Station 


Maintenance Organization 


Inspection Authorization 


Person Approved by Canadian 
Department of Transport 


Other (Specify) 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 

26 SEP 2018 PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 
























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


26 SEP 2018 


Date 

1) REMOVED THE FOLLOWING EQUIPMENT FROM THE AIRCRAFT: 

a) AEROCOMPUTERS ULTICHART CPU MODULE S/N 2257 WITH MOUNT 

b) AEROCOMPUTERS KEYBOARD P/N AKA-4 S/N 21512 WITH MOUNT 

c) AEROCOMPUTERS GPS ANTENNA 

d) AEROCOMPUTERS HAND CONTROLLER INTERFACE UNIT 

e) AEROCOMPUTERS X3 DVR S/N 73323 

f) LO-JACK RECEIVER & ANTENNA ARRAY; THE DISPLAY WAS PREVIOUSLY REMOVED. 

2) A CHURCHILL NAVIGATION, AUGMENTED REALITY SYSTEM (ARS) WAS INSTALLED. THE SYSTEM CONSISTS OF AN: 

a) ARS 600 PROCESSOR S/N 160411, INSTALLED BELOW THE EXISTING EQUIPMENT SHELF ON THE LEFT HAND SIDE OF THE FORWARD 
BULKHEAD WALL, IN THE PASSENGER COMPARTMENT. 

b) NOVATEL IMU-H62, INERTIA MEASUREMENT UNIT, P/N 01017931 S/N NCG17180004, MOUNTED ON TOP OF THE EQUIPMENT SHELF. 

C) NOVATEL FLEXPAK6, GNSS RECEIVER, S/N 805007 AND SERIAL BYPASS SWITCH (SERBY) WERE MOUNTED ON TOP OF THE FLIR ECU. 

d) GPS ANTENNA INSTALLED ON THE EXISTING MOUNT ON TOP OF THE FORWARD TAILBOOM. 

3) INSTALLED A VIDEO ROUTING SYSTEM WHICH INTERFACES THE FLIR 8500, ARS 600, AND MONITOR. THE SYSTEM CONSISTS OF THE 
FOLLOWING UNITS INSTALLED ON TOP OF THE EQUIPMENT SHELF: 

a) AJA VIDEO SYSTEMS HD10A-PLUS - HD/SD ANALOG TO DIGITAL CONVERTER. 

b) TWO DECIMATOR DESIGN MD-HX, - (3G/HD/SD)-SOI / HDMI CROSS CONVERTERS; 

c) AJA VIDEO SYSTEMS ROI-DVI - DVLD TO 3G-SDI WITH REGION OF INTEREST SCALING CONVERTER. 

4) A LO-JACK POLICE TRACKING COMPUTER 3 WAS INSTALLED AT THE BASE OF THE VERTICAL TUNNEL AND AN UPDATED ANTENNA ARRAY 
MOUNTED TO THE BELLY. LO-JACK TRACKING INFORMATION IS DISPLAYED ON THE MONITOR. 

5) POWER IS PROVIDED FROM THE MISSION BUSS, THROUGH LABELLED CIRCUIT BREAKERS TO THE UNITS 

6) A 50 AMP RELAY WAS MOUNTED TO THE LOWER OUTBOARD EDGE OF THE EQUIPMENT SHELF FOR CONTROL OF THE MISSION BUSS. 

7) THE INSTALLATION WAS PERFORMED REFERENCING: CHURCHILL NAVIGATION DRAWING NO. 8500, REVISION 8, ARS TO FLIR 8500 WIRING 
SCHEMATIC; CHURCHILL NAVIGATION, PASADENA ARS600 VIDEO ROUTING DIAGRAM, REVISION NOV 13 2017; CHURCHILL NAVIGATION, BASIC 
ARS600 / FLIR 8500 SYSTEM DIAGRAM, REVISION 01/07/2015; CHURCHILL NAVIGATION, BASIC ARS600 / FLIRU8XXX VIDEO DIAGRAM, REVISION 
23 FEB 2016; AJA VIDEO SYSTEMS HD10A-PLUS INSTALLATION & OPERATION GUIDE, VERSION I.Orl; AJA VIDEO SYSTEMS ROI-DVI 
INSTALLATION & OPERATION GUIDE, VERSION 1.5; DECIMATOR MD-HX OPERATING MANUAL, VERSION 1.3; HELI-CODER 4 WIRING DIAGRAM, 
DRAWING NO. D0114395400, REVISION C; NOVATEL OEM6 (FLEXPAK6) INSTALLATION & OPERATION USERS MANUAL NO. OM-20000128, 
REVISION 12; MD HELICOPTERS, BASIC HANDBOOK OF MAINTENANCE INSTRUCTIONS, CSP-HMI-3, REVISION 18, DATED 31 MAY 2018, CHAPTER 
96 - ELECTRICAL AND CHAPTER 98 - WIRING DIAGRAMS; LO-JACK AC43.13-1B, CHANGE 1, DATED SEPT 27, 2001: CHAPTER 10, PARA 10-1 - 
WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; PARA 11-35 & 11-36 - ELECTRICAL LOAD; PARA 11-47 
TO 11-51 - CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11-85 TO 11-87, & 11-89-WIRE SELECTION; PARA 11-96 & 11-97-WIRE 
INSTALLATION; PARA 11-106 & 11-107 - EMI S INTERFERENCE TESTING; PARA 11-115 TO 11-118 ENVIRONMENTAL PROTECTION, PARA 11-125- 
MOVEABLE CONTROLS PRECAUTIONS; PARA 11-135 TO 11-139 - SERVICE LOOP; PARA 11-146 - WIRE CLAMPING; PARA 11-155 TO 11-158- 
STRIPPING AND LACING; PARA 11-167 - SPLICING; PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205 & 11-206 - WIRE MARKING; 
PARA 11-230 TO 11-233 CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113 (STRUCTURAL DATA); CHAPTER 2, 

PARA 200 TO 207 (COMM / NAV INSTALLATIONS), AND CHAPTER 3, PARA 300 TO 309 (ANTENNA INSTALLATION). 

8) SATISFACTORY GROUND CHECKS WERE PERFORMED. 

9) WEIGHT S BALANCE AND EQUIPMENT LIST WAS REVISED. 

10) THE MAXIMUM CONTINUOUS ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

11) INSTRUCTIONS FOR CONTINUED AIRWORTHINESS: PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE MOUNTING, 

ASSOCIATED WIRING, CABLES, CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, 

SECURITY, WEAR, CHAFING, ETC, SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH 
REGARDS TO FATIGUE AND STRESS, CRACKING, CORROSION, ETC. 

12) DETAILS ON FILE AT ROTORCRAFT SUPPORT INC. UNDER WORK ORDER 19059. 

-- NOTHING FOLLOWS - 


I I Additional Sheets Are Attached 


U.S.A. N510PD 


Nationality and Registration Mark 


FAA Form 337 ( 10 - 06 ) 









U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MD HELICOPTERS INC. 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE DEPT. HELICOPTER 
UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 
Address 455 7 th STREET 
citv OAKLAND 

Zip94607-3940 Country USA 


3. For FAA Use Only 


State CA 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A Agency's Name and Address 


Name ROTORCRAFT SUPPORT. INC. 


Address^ 16425 HART STREET 

City VAN NUYS State CA 

zip 91406 Country_ USA 



6. Conformity Statement 

B. Kind of Agency 

□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

El 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual 

26 JUNE 2017 PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the marker prescribed by the 
Administrator of the Federal Aviation Administration and is approved I I rejected 


Manufacturer 


BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


Repair Station 


Signature/Date of Authorized Individual 
26 JUNE 2017 PHILLIP G. DIFIORE 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 



FAA Form 337 (10-06) 


































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

USA N510PD 

Nationality and Registration Mark 


1. REPLACED AFT ENGINE COMPARTMENT HEAT BLANKET WITH A STAINLESS STEEL FIREWALL IN ACCORDANCE WITH 
CASCADE STC, LLC SUPPLEMENTAL TYPE CERTIFICATE SH4909NM AND CASCADE AIRFRAME REPAIR INC. INSTALLATION 
NUMBER CAR-5045 REVISION 4 DATED 06/25/12. 

2. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. CONTINUED AIRWORTHINESS IS ASSURED THROUGH 12 MONTH PERIODIC INSPECTION PER CASCADE AIRFRAME REPAIR, 
INC DOCUMENT NUMBER CAR-5045 REVISION 4 DATED 06/25/12 OR LATER REVION. 

5. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC. UNDER WORK ORDER 17737. 

-NOTHING FOLLOWS- 


26 JUNE 2017 


Date 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 








Form Approved 


Electronic Tracking Number 


U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MD HELICOPTERS INC. 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE DEPT. HELICOPTER 
UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 
Address 455 7 th STREET 
Citv OAKLAND 

zip 94607-3940 Country USA 


3. For FAA Use Only 


State CA 



4. Type 1 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address. 16425 HART STREET 

City VAN NUYS state CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

El 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual i 

per 14 CFR Part 43 

App. B 

□ 

26 JUNE 2017 PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the runner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved □ REJECTED 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 
26 JUNE 2017 PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 

8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 



Nationality and Registration Mark Date 


1. INSTALLED LEFT HAND SEAT PAN P/N 261023 AND RIGHT HAND SEAT PAN P/N 261024 IN ACCORDANCE WITH AEROMETALS 
SUPPLEMENTAL TYPE CERTIFICATE SR01960LA AND PLATINUM AVIATION GROUP INSTALLATION INSTRUCTION DOCUMENT 
NUMBER INST-MDSP-01 REVISION IR DATED 10/17/06. 

2. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. CONTINUED AIRWORTHINESS IS ASSURED THROUGH 100 HOUR INSPECTIONS PER INTEGRATED FLIGHT SYSTEMS 
DOCUMENT NUMBER DL-3-ICA REVISION IR DATED 10/01/06 OR LATER REVISION DATE. 

5. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC. UNDER WORK ORDER 17737. 

-NOTHING FOLLOWS- 


FAA Form 337 ( 10 - 06 ) 


□ Additional Sheets Are Attached 








U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

OMB No. 2120-0020 
11/30/2007 

Electronic Tracking Number 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions" 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Serial No. 
0400E 


Nationality and Registration Mark 

USA N510PD 


Make 

MD HELICOPTERS INC. 


Name (As shown on registration certificate) Address (As shown on registration certificate) 

CITY OF OAKLAND Address 455 7 th STREET 

POLICE DEPT. HELICOPTER UNIT c„v OAKLAND stateCA 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR THE ABOVE 
DESCRIBED AIRCRAFT SUBJECT TO CONFORMITY INSPECTION BY A PERSON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR, VAN NUYS FSDO: 


4. Type 


Repair Alteration 


□ 


□ □ 


□ □ 


□ □ 


Jerry N. Dees 


JUN 2 6 2017 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 



APPLIANCE 



6. 

Conformity Statement 


A. Agency's Name and Address 

B. Kind of Agency 

Name ROTORCRAFT SUPPORT, INC. 

□ 

U.S. Certificated Mechanic 

□ Manufacturer 

Address 16425 HART STREET 

□ 

Foreign Certificated Mechanic 

C. Certificate No. 

City VAN NUYS state CA 

m 

Certificated Repair Station 

YT2R331L 

Zip 91406 Country USA 

L°l 

Certificated Maintenance Organization 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 



Extended range fuel 
per 14 CFR Part 43 I—i 

* “. D 4U 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved Q REJECTED 


BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


X Repair Station 


Maintenance Organization 


Inspection Authorization 


Person Approved by Canadian 
Department of Transport 


Other (Specify) 


Signature/Date of Authorized Individual 
fcjl PHILLIP G. DIFIORE 





































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

USA N510PD 
Nationality and Registration Mark Date 

1. REMOVED THE FOLLOWING ITEMS FROM THE AIRCRAFT: A TECHNISONIC INDUSTRIES LTD, TDFM 7300 TRANSCEIVER 
FROM THE TOP OF THE PEDESTAL; FIVE ANTENNAS FROM THE BELLY INCLUDING - TWO EACH CI-285, ONE EACH CI-275, 
ONE EACH CI-292-3 AND ONE FOXTRONICS FLX3050B TUNEABLE ANTENNA SYSTEM. 

2. INSTALLED A TECHNISONIC INDUSTRIES LIMITED, TDFM-9300 S/N FTC10175 MULTIBAND DIGITAL AIRBORNE TRANSCEIVER 
INTO THE TOP OF PEDESTAL. THE TDFM HAS AN EXISTING SUPPLEMENTAL TYPE CERTIFICATE (NUMBER SR03448NY) FOR 
INSTALLATION INTO A BELL HELICOPTER 206 SERIES ROTORCRAFT, AND IS THE REFERENCE FOR THIS INSTALLATION. 

3. FIVE NEW ANTENNAS WERE INSTALLED USING “MS" HARDWARE: TWO CI-285 ANTENNAS S/N'S 536932 & 536933 WERE 
MOUNTED TO THE FORWARD BELLY; ONE CI-285 S/N 536941 ANTENNA AND ONE CI-295-300 S/N 539098 ANTENNA WERE 
MOUNTED TO THE AFT BELLY AND A FOXTRONICS FLX3050B TUNEABLE ANTENNA SYSTEM S/N 2668 WAS INSTALLED IN 
THE SAME POSITION AS THE PREVIOUS SYSTEM. DOUBLERS WERE FABRICATED AND INSTALLED FOR THE LEFT FORWARD 
ANTENNA LOCATION AND BOTH AFT ANTENNA LOCATIONS. THE OTHER TWO ANTENNA LOCATIONS HAD EXISTING 
DOUBLERS INSTALLED. 

4. NEW WIRING WAS INSTALLED FOR THE TDFM TRANSCEIVER, TUNEABLE ANTENNA , INCLUDING ALL NEW COAX CABLE TO 
THE ANTENNAS. 

5. THE INSTALLATION WAS PERFORMED REFERENCING: TECHNISONIC INSTALLATION INSTRUCTIONS, DOCUMENT NUMBER 
13RE471, REVISION D, ISSUE 3, DATED 05 OCT 2016; MD HELICOPTERS HANDBOOK OF MAINTENANCE INSTRUCTIONS - CSP 
HMI-3, REVISION 14 DATED 15 OCT 2016 AND TEMP REVISION 16-001 DATED 07 NOV 2016; FOXCART GSE, LLC, INSTALLATION 
INSTRUCTIONS FOR THE FLX3050B, DRAWING 300-0002-013, REVISION A; AC43.13-1B, CHANGE 1,DATED SEPT 27, 2001: 
CHAPTER 10, PARA 10-1 - WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; PARA 11 - 
35 & 11-36 - ELECTRICAL LOAD; PARA 11-47 TO 11-51 - CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11-85 TO 11- 
87, & 11-89-WIRE SELECTION; PARA 11-96 & 11-97-WIRE INSTALLATION; PARA 11-106 & 11-107- EMI & INTERFERENCE 
TESTING; PAFtA 11-115 TO 11-118 ENVIRONMENTAL PROTECTION; PARA 11-125 - MOVEABLE CONTROLS PRECAUTIONS; PARA 
11-135 TO 11-139-SERVICE LOOP, PAFtA 11-146 - WIRE CLAMPING, PARA 11-155 TO 11-158 - STRIPPING AND LACING; PARA 
11-167-SPLICING; PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205& 11-206 WIRE MARKING; PAFtA 11-230 TO 
11-233 CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113 - STRUCTURAL DATA; CHAPTER 2, 
PARA 200 TO 207- COMM INSTALLATIONS, AND CHAPTER 3, PARA 300 TO 309 - ANTENNAS. 

6. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

7. POWER IS PROVIDED FROM THE AVIONICS BUSS THROUGH A TEN AMP CIRCUIT BREAKER TO THE TDFM UNIT. 

8 PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

9. THE EXISTING ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

10. TDFM-9300 OPERATING INSTRUCTIONS, DOCUMENT NO. 13RE470, REVISION F, WAS PROVIDED TO THE CUSTOMER. 

11. PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT MOUNTINGS, ASSOCIATED WIRING, CABLES, 
CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, SECURITY, WEAR, CHAFING, ETC. 
SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH REGARDS TO FATIGUE AND 
STRESS, CRACKING, CORROSION, ETC. 

12. DETAILS ON FILE AT ROTORCRAFT SUPPORT INC UNDER WORK ORDER 17737. 

- NOTHING FOLLOWS - 


I I Additional Sheets Are Attached 



FAA Form 337 (10-06) 











U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 




INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revisiorTTH^reOT^Mnstructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


Nationality and Registration Mark 

USA N510PD 


Make 

MD HELICOPTERS INC. 


Name (As shown on registration certificate) Address (As shown on registration certificate) 

CITY OF OAKLAND Address 455 7 th STREET 

POLICE DEPT. HELICOPTER UNIT ci,v OAKLAND state CA 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR THE ABOVE 
DESCRIBED AIRCRAFT SUBJECT TO CONFORMITY INSPECTION BY A PERSON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR, VAN NUYS FSDO: 


4. Type 


Repair Alteration 


□ 


□ □ 


□ □ 


□ □ 


m i b am 


jerry N. Dees 


' -S.iUnit Identification 


Serial Number 


POWERPLANT 



PROPELLER 


APPLIANCE 



6. 

Conformity Statement 


A. Agency’s Name and Address 

B. Kind of Agency 

Name ROTORCRAFT SUPPORT. INC. 

□ 

U.S. Certificated Mechanic 

□ Manufacturer 

Address 16425 HART STREET 

□ 

Foreign Certificated Mechanic 

C. Certificate No. 

City VAN NUYS state CA 

m 

Certificated Repair Station 

YT2R331L 

Zip 91406 Country USA 

L°l 

Certificated Maintenance Organization 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual 

bUwr LL,PG - DiFi0RE 



. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manrier prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved Q rejected 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 


Certificate or 
Designation No. 
YT2R331L 


Signatuse/Date of Authorized Individual 

(o\U)\u)d philupg difiore 



jl 
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NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

USA N510PD j tjlSjjuo) 

Nationality and Registration Mark Date 

1. REMOVED THE GARMIN GNS 430 GPS / NAV / COMM FROM THE INSTRUMENT PANEL AND THE GA 56 GPS ANTENNA FROM 
THE MOUNT LOCATED ON THE TOP OF THE AFT FUSELAGE. 

2. INSTALLED A GARMIN GTN 650 GPS / NAV / COMM TRANSCEIVER P/N 010-00813-AO S/N 1Z8022881 IN THE INSTRUMENT 
PANEL AND GA 35 S/N 135785 GPS ANTENNA ON AN EXISTING MOUNT ON TOP OF THE AFT FUSELAGE REFERENCING 
SUPPLEMENTAL TYPE CERTIFICATE NUMBER SR02120SE AND MASTER DRAWING LIST NO. 005-00533-H0, REVISION 2. 

THE GTN WAS INTERFACED TO THE EXISTING GI-106A NAV INDICATOR. THERE IS A DEVIATION FROM THE STC WHICH 
SHOWS THE GTN 650 INSTALLED IN THE TOP OF THE PEDESTAL AND THE GA 35 INSTALLED ON TOP OF THE UPPER AFT 
FUSELAGE ENCLOSURE. 

3. THE INSTALLATION WAS PERFORMED REFERENCING: GARMIN GTN 6XX/7XX PART 27 AML STC INSTALLATION MANUAL NO. 

190-01007-B3, REVISION 2; MD HELICOPTERS HANDBOOK OF MAINTENANCE INSTRUCTIONS - CSP HMI-3, REVISION 14 
DATED 15 OCT 2016 AND TEMP REVISION 16-001 DATED 07 NOV 2016; AC43.13-1B, CHANGE 1,DATED SEPT 27, 2001: 
CHAPTER 10, PARA 10-1 -WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; PARA 11- 
35 & 11-36 - ELECTRICAL LOAD; PARA 11-47 TO 11-51 - CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11-85 TO 11- 
87, & 11-89-WIRE SELECTION; PARA 11-96 & 11-97 - WIRE INSTALLATION; PARA 11-106 & 11-107- EMI & INTERFERENCE 
TESTING; PARA 11-115 TO 11-118 ENVIRONMENTAL PROTECTION; PARA 11-125 - MOVEABLE CONTROLS PRECAUTIONS; 

PARA 11-135 TO 11-139-SERVICE LOOP; PARA 11-146 - WIRE CLAMPING; PARA 11-155 TO 11-158 - STRIPPING AND LACING; 
PARA 11-167-SPLICING; PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205 & 11-206 WIRE MARKING; PARA 11- 
230 TO 11 -233 CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113 - STRUCTURAL DATA; 
CHAPTER 2, PARA 200 TO 207- COMM INSTALLATIONS, AND CHAPTER 3, PARA 300 TO 309 - ANTENNAS. 

4 GTN 625/635/650 COCKPIT REFERENCE GUIDE NO. 190-01004-04, REVISION K AND GTN 625/635/650 PILOT'S GUIDE NO. 190- 
01004-03, REVISION L, WERE PROVIDED TO THE CUSTOMER. 

5. GARMIN STC PERMISSION LETTER WAS FILED IN THE AIRCRAFT RECORDS. 

6. ROTORCRAFT FLIGHT MANUAL SUPPLEMENT NO. 190-01007-JB, REVISION 2 WAS FILED IN THE ROTORCRAFT FLIGHT 
MANUAL. 

7. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

8. POWER IS PROVIDED FROM THE AVIONICS BUSS THROUGH TWO FIVE AMP CIRCUIT BREAKERS TO THE GTN UNIT. 

9. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

10. THE EXISTING ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

11 REFER TO GARMIN GTN 6XX/7XX PART 27 AML STC MAINTENANCE MANUAL NO. 190-01007-B1, REVISION 2 FOR 
MAINTENANCE AND TROUBLESHOOTING INSTRUCTIONS. REFER TO GARMIN INSTRUCTIONS FOR CONTINUED 
AIRWORTHINESS NO. 190-01007-KB, REVISION 2 FOR INSPECTION REQUIREMENTS WHICH INCLUDES 100 HOUR / 12 MONTH 
INSPECTION AND A 10 YEAR / 2000 HOUR ELECTRICAL BONDING CHECK, 

12. DETAILS ON FILE AT ROTORCRAFT SUPPORT INC UNDER WORK ORDER 17737. 

- NOTHING FOLLOWS - 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 







U S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


WP-FSD0-1 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision ffit??§ST7TWlf , i$tructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Serial No. 
0400E 


Nationality and Registration Mark 

USA N510PD 


Make 

MD HELICOPTERS INC. 


Name (As shown on registration certificate) Address (As shown on registration certificate) 

CITY OF OAKLAND Address 455 7 th STREET 

POLICE DEPT. HELICOPTER UNIT C i,v OAKLAND state CA 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR THE ABOVE 
DESCRIBED AIRCRAFT SUBJECT TO CONFORMITY INSPECTION BY A PERSON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR, VAN NUYS FSDO: 


4. Type 


Repair Alteration 


JerrjHC bees 


JUN 2 B an? 


5. Unit Identification 


Model 


Serial Number 



□ 


□ □ 


□ □ 


□ □ 



PROPELLER 


APPLIANCE 



6. 

Conformity Statement 


A. Agency's Name and Address 

B. Kind of Agency 

Name ROTORCRAFT SUPPORT, INC. 

□ 

U.S. Certificated Mechanic 

□ Manufacturer 

Address 16425 HART STREET 

□ 

Foreign Certificated Mechanic 

C. Certificate No. 

City VAN NUYS state CA 

m 

Certificated Repair Station 

YT2R331L 

Zip 91406 Country USA 

L°l 

Certificated Maintenance Organization 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 



. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the 
Administrator of the Federal Aviation Administration and is ^ approved Q rejected 



BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

_. 

Other (Specify) 

- 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 

PHILLIP G DIFIORE 



FAA Form 337 (10-06) 


































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

USA N510PD 
Nationality and Registration Mark Date 

1. REMOVED THE GARMIN GTX 330 TRANSPONDER FROM THE PEDESTAL, THE KA-60A TRANSPONDER ANTENNA FROM 
THE AFT BELLY AND A SSD120-30N BLIND ENCODER FROM THE SHELF FORWARD OF THE PEDESTAL. 

2. INSTALLED A GARMIN GTX 345R REMOTE TRANSPONDER P/N 010-01217-01 S/N 3EH002165 WITH ADS-B OUT AND IN 
FUNCTIONALITY UNDER THE PILOT SEAT, REFERENCING GARMIN INTERNATIONAL, INC. SUPPLEMENTAL TYPE 
CERTIFICATE NUMBER SR02124SE AND MASTER DRAWING LIST 005-00734-A4, REVISION 1. THIS IS A DEVIATION FROM THE 
STC WHICH SHOWS THE GTX 345R LOCATED BEHIND THE INSTRUMENT PANEL. A MOUNT FABRICATED FROM 2024-T3 
ALUMINUM SHEET .040" THICK WAS USED TO MOUNT THE TRANSPONDER UNDER THE PILOT SEAT PANEL. 

3. A Cl 105 ANTENNA WAS INSTALLED ON THE AFT BELLY AND A SSD120-30N-RS232 ENCODER S/N SRN23237 INSTALLED ON 
THE SHELF FORWARD OF THE PEDESTAL. 

4. THE GTX 345R IS INTERFACED TO THE GTN 650 FOR DISPLAY. 

5. PILOT'S GUIDE, NO. 1490-01499-00, REVISION C WAS PROVIDED TO THE CUSTOMER. 

6. THE INSTALLATION WAS PERFORMED REFERENCING: GARMIN GTX 3X5, PART 27, AML STC INSTALLATION MANUAL NO. 190- 
00734-20, REVISION 4; MD HELICOPTERS HANDBOOK OF MAINTENANCE INSTRUCTIONS - CSP HMI-3, REVISION 14 DATED 
15 OCT 2016 AND TEMP REVISION 16-001, DATED 07 NOV 2016; TRANS-CAL INDUSTRIES, INC. MODEL SSD120-(XX)N-RS232 
ALTITUDE ENCODER OWNER / INSTALLATION MANUAL NO. 882189, REVISION G; AC43.13-1B, CHANGE 1,DATED SEPT 27, 
2001: CHAPTER 10, PARA 10-1 - WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; 
PARA 11-35 & 11-36-ELECTRICAL LOAD; PARA 11-47 TO 11-51 - CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11- 
85 TO 11-87, & 11-89 - WIRE SELECTION; PARA 11-96 & 11-97 - WIRE INSTALLATION; PARA 11-106 & 11-107- EMI & 
INTERFERENCE TESTING; PARA 11-115 TO 11-118 ENVIRONMENTAL PROTECTION; PARA 11-125 - MOVEABLE CONTROLS 
PRECAUTIONS; PARA 11-135 TO 11-139 - SERVICE LOOP; PARA 11-146 - WIRE CLAMPING; PARA 11-155 TO 11-158 - 
STRIPPING AND LACING; PARA 11-167 - SPLICING; PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205 & 11-206 
WIRE MARKING; PARA 11-230 TO 11-233 CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113- 
STRUCTURAL DATA; CHAPTER 2, PARA 200 TO 207- COMM INSTALLATIONS, AND CHAPTER 3, PARA 300 TO 309 - ANTENNAS. 

7. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

8. POWER IS PROVIDED FROM THE AVIONICS BUSS THROUGH A FIVE AMP CIRCUIT BREAKER TO THE GTX 345R. 

9. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

10. THE EXISTING ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

11. GARMIN STC PERMISSION LETTER WAS FILED IN THE AIRCRAFT RECORDS. 

12. FLIGHT MANUAL SUPPLEMENT NO. 190-00734-22, REVISION 1, WAS FILED IN THE ROTORCRAFT FLIGHT MANUAL. 

13. THE SYSTEM IS APPROVED FOR SERVICE AFTER SATISFACTORY CHECK FLIGHT VALIDATED BY THE ADS-B COMPLIANCE 
MONITOR. 

14. REFER TO GARMIN GTX 3X5 PART 27 AML MAINTENANCE MANUAL NO. 190-00734-21, REVISION 1 FOR INSTRUCTIONS ON 
CONTINUED AIRWORTHINESS WHICH INCLUDES A 12 MONTH VISUAL INSPECTION AND A 10 YEAR / 2000 HOUR BONDING 
TEST. 

15. DETAILS ON FILE AT ROTORCRAFT SUPPORT INC UNDER WORK ORDER 17737. 

- NOTHING FOLLOWS - 


I I Additional Sheets Are Attached 



FAA Form 337 (10-06) 









U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9. FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions- 

and disposition of this form. This report is required by law (49 U S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


1. Aircraft 

Nationality and Registration Mark 

USA N510PD 

Serial No. 

0400E 


Make 

MD HELICOPTERS INC. 

Model 

369E 

Series 

2. Owner 

Name (As shown on registration certificate) 

CITY OF OAKLAND 

POLICE DEPT. HELICOPTER UNIT 

Address (As shown on registration certificate) 

Address 455 7 th STREET 

City OAKLAND State CA 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR THE ABOVE 
DESCRIBED AIRCRAFT SUBJECT TO CONFORMITY INSPECTION BY A PERSON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR, VAN NUYS FSDO: 


4. Type 


Repair Alteration 


□ 


□ □ 


/ Jerry N. Dees 


5. Unit Identification 


Model 


Serial Number 


□ □ 


□ □ 



APPLIANCE 



6. 

Conformity Statement 


A. Agency’s Name and Address 

B. Kind of Agency 

Name ROTORCRAFT SUPPORT, INC. 

□ 

U.S. Certificated Mechanic 

□ Manufacturer 

Address 16425 HART STREET 

□ 

Foreign Certificated Mechanic 

C. Certificate No. 

Citv VAN NUYS stare CA 

HI 

Certificated Repair Station 

YT2R331L 

Zip 91406 Country USA 

L°l 

Certificated Maintenance Organization 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U .S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 



. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the mariner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved □ REJECTED 


FAA Fit Standards 
Inspector 


FAA Designee 


Manufacturer 


X Repair Station 


Maintenance Organization 


Inspection Authorization 


Person Approved by Canadian 
Department of Transport 


Other (Specify) 


Certificate or 
Designation No. 

YT2R331L 


FAA Form 337 (10-06) 

































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 





USA N510PD 


■a 

E3 

earn 


Nationality and Registration Mark Date 


1. REMOVED TWO CIGARETTE LIGHTER ADAPTERS ONE FROM THE COCKPIT AND ONE FROM THE PASSENGER 
COMPARTMENT. 

2. INSTALLED A MID-CONTINENT INSTRUMENT CO., INC., TRUE BLUE POWER, TA102 DUAL USB CHARGING PORT P/N 6430102-1 
S/N Cl7-10899 BELOW THE INSTRUMENT PANEL. THE UNIT MEETS THE PERFORMANCE STANDARDS OF TSO-C71 AND 
ENVIRONMENTAL QUALIFICATION DO-160G. 

3. THE INSTALLATION WAS PERFORMED REFERENCING: TRUE BLUE POWER, INSTALLATION MANUAL AND OPERATING 
INSTRUCTIONS NO. 9017942, REVISION J; MD HELICOPTERS HANDBOOK OF MAINTENANCE INSTRUCTIONS - CSP HMI-3, 
REVISION 14 DATED 15 OCT 2016 AND TEMP REVISION 16-001 DATED 07 NOV 2016; AC43.13-1B, CHANGE 1,DATED SEPT 27, 
2001: CHAPTER 10, PARA 10-1 - WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; 
PARA 11-35 & 11-36 - ELECTRICAL LOAD; PARA 11-47 TO 11-51 - CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11- 
85 TO 11-87, & 11-89-WIRE SELECTION; PARA 11-96 & 11-97 - WIRE INSTALLATION; PARA 11-106 & 11-107- EMI & 
INTERFERENCE TESTING; PARA 11-115 TO 11-118 ENVIRONMENTAL PROTECTION; PARA 11-125 - MOVEABLE CONTROLS 
PRECAUTIONS; PAFtA 11-135 TO 11-139 - SERVICE LOOP; PARA 11-146 - WIRE CLAMPING; PARA 11-155 TO 11-158 - 
STRIPPING AND LACING; PARA 11-167 - SPLICING; PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205 & 11-206 
WIRE MARKING; PARA 11-230 TO 11-233 CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113- 
STRUCTURAL DATA; AND CHAPTER 2, PARA 200 TO 207- COMM INSTALLATIONS. 

4. INSTALLATION MANUAL AND OPERATING INSTRUCTIONS WAS PROVIDED TO THE CUSTOMER 

5. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

6. POWER IS PROVIDED FROM THE BATTERY BUSS THROUGH A ONE AMP CIRCUIT BREAKER TO THE TA102. 

7. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

8. THE EXISTING ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

9. PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT MOUNTINGS, ASSOCIATED WIRING, CABLES, 
CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, SECURITY, WEAR, CHAFING, ETC. 
SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH REGARDS TO FATIGUE AND 
STRESS, CRACKING, CORROSION, ETC. 

10. DETAILS ON FILE AT ROTORCRAFT SUPPORT INC UNDER WORK ORDER 17737. 

- NOTHING FOLLOWS --- 


I I Additional Sheets Are Attached 


FAA Form 337 ( 10 - 06 ) 










Form Approved 


Electronic Tracking Number 


U S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) tor instructions' 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 

Serial No. 



USA N510PD 

0400E 



Make 

Model 

Series 


MD HELICOPTERS INC. 

369E 



Name (As shown on registration certificate) 

Address (As shown on registration certificate) I 

2. Owner 

CITY OF OAKLAND 

Address 455 7 th STREET 


POLICE DEPT. HELICOPTER UNIT 

City OAKLAND 

State CA 



zip 94607-3940 

Country USA 


3. For FAA Use Only 


THE DATA IDENTIFIED HEREIN COMPLIES WITH APPLICABLE AIRWORTHINESS REQUIREMENTS AND IS APPROVED ONLY FOR THE ABOVE 
DESCRIBED AIRCRAFT SUBJECT TO CCJNFO^MITY INSPECTION BYAjJERJBON AUTHORIZED IN FAR 43.7. 


FAA INSPECTOR, VAN NUYS FSDOL 


4. Type 


Repair Alteration 


□ 


□ □ 


□ □ 


□ □ 


y C— C/CSl?-' DAT I 

72r 


5. Unit Identification 


2 6 2017 


POWERPLANT 



PROPELLER 


APPLIANCE 


A. Agency’s Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address 16425 HART STREET 

City VAN NUYS state CA 

Zip 91406 Country USA 


6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

m 

Certificated Repair Station 

IR. 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


-1 

Signature/Date of Authorized Individual 

per 14 CFR Part 43 

App. B 

□ 

o PHILUPG - DIFI0RE 



7. Approval for Return to Service’ 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the runner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ APPROVED □ REJECTED 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 


Other (Specify) 


Certificate or 
Designation No. 
YT2R331L 


Signalure/Date of Authorized Individual 

byjb^C'N PHILLIP G. DIFIORE 


ltd 


FAA Form 337 (10-06) 



























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA N510PD 


Nationality and Registration Mark Date 

1. REMOVED THE TECHNISONIC INDUSTRIES LIMITED, ACCESS/A AUDIO CONTROL SYSTEM WITH MODEL A711 SERIES 
CONTROL PANELS - ONE FROM THE INSTRUMENT PANEL (CO-PILOT) AND ONE FROM THE BOTTOM OF THE PEDESTAL 
(PILOT). 

2. INSTALLED A TECHNISONIC INDUSTRIES LIMITED, ACCESS/A AUDIO CONTROL SYSTEM WITH MODEL A711L SERIES 
CONTROL PANELS P/N 961072-60 S/N’S MJ1310 & MJ1309 - ONE INTO THE BOTTOM OF THE PEDESTAL (PILOT) AND ONE ON 
THE RIGHT HAND SIDE OF THE INSTRUMENT PANEL (CO-PILOT). 

3. THE INSTALLATION WAS PERFORMED REFERENCING: TECHNISONIC INSTALLATION MANUAL, DOCUMENT NUMBER 09RE416, 
REVISION A; MD HELICOPTERS HANDBOOK OF MAINTENANCE INSTRUCTIONS - CSP HMI-3, REVISION 14 DATED 15 OCT 2016 
AND TEMP REVISION 16-001 DATED 07 NOV 2016; AC43.13-1B, CHANGE 1,DATED SEPT 27, 2001: CHAPTER 10, PARA 10-1- 
WEIGHT AND BALANCE; CHAPTER 11, PARA 11-30 TO 11-32 - ELECTRICAL INSTALLATION; PARA 11-35 & 11-36 - ELECTRICAL 
LOAD; PARA 11-47 TO 11-51 -CIRCUIT BREAKERS; PARA 11-66 TO 11-69, 11-76 TO 11-77, 11-85 TO 11-87, & 11-89-WIRE 
SELECTION; PARA 11-96 & 11-97 - WIRE INSTALLATION; PARA 11-106 & 11-107- EMI & INTERFERENCE TESTING; PARA 11-115 
TO 11-118 ENVIRONMENTAL PROTECTION; PARA 11-125 - MOVEABLE CONTROLS PRECAUTIONS; PARA 11-135 TO 11-139- 
SERVICE LOOP; PARA 11-146 - WIRE CLAMPING; PARA 11-155 TO 11-158 - STRIPPING AND LACING; PARA 11-167 - SPLICING; 
PARA 11-185 TO 11-187 GROUNDING AND BONDING; PARA 11-205 & 11-206 WIRE MARKING; PARA 11-230 TO 11-233 
CONNECTORS; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113 - STRUCTURAL DATA; AND CHAPTER 2, 

PARA 200 TO. 207- COMM INSTALLATIONS. 

4. OPERATING INSTRUCTIONS MANUAL, DOCUMENT NUMBER 09RE417, REVISION N/C WAS PROVIDED TO THE CUSTOMER. 

5. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED AND THE EQUIPMENT LIST UPDATED. 

6. POWER IS PROVIDED FROM THE AVIONICS BUSS THROUGH A ONE AMP CIRCUIT BREAKERS TO EACH AUDIO PANEL. 

7. TWO AUDIO NOISE REDUCTION (ANR) HEADPHONE ADAPTERS P/N HCA-PPM24 WERE INSTALLED IN THE AFT UPPER AREA 
OF THE COCKPIT AND ARE PROTECTED BY A ONE AMP CIRCUIT BREAKER. 

8. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

9. THE EXISTING ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

10. PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT MOUNTINGS, ASSOCIATED WIRING, CABLES, 
CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, SECURITY, WEAR, CHAFING, ETC. 
SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH REGARDS TO FATIGUE AND 
STRESS, CRACKING, CORROSION, ETC. 

11. DETAILS ON FILE AT ROTORCRAFT SUPPORT INC UNDER WORK ORDER 17737. 


NOTHING FOLLOWS 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 









U.S Department of 
T ransportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 
Address 455 7™ ST 
City OAKLAND 

Zip94607-3940 countryUSA 


3. For FAA Use Only 


StateCA 



4. Type 1 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


PROPELLER 


APPLIANCE 


A. Agency’s Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address 16425 HART STREET 

City VAN NUYS State CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 


Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 

per 14 CFR Part 43 i—i 

App. B LJ 

Signature/Date of Authorized Individual 

26 APRIL 2016 PHILLIP G. DIFIORE 

| 7. Approval for Return to Service 



Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed^/ the 
Administrator of the Federal Aviation Administration and is £3 approved Q rejected 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 

-^- 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 
26 APRIL 2016 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 


































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 



Nationality and Registration Mark Date 


1. THE ORIGINAL TURBINE OUTLET TEMPERATURE (TOT) INSTRUMENT WAS REMOVED. 

2. INSTALLED A DIAMOND J INC., ANALOG / DIGITAL TOT INDICATOR WITH EXCEEDANCE LOGGING CAPABILITY. 

3. THE INDICATOR, P/N 61000-034, S/N 14964L, WAS INSTALLED IN THE INSTRUMENT PANEL. 

4. INSTALLATION WAS PERFORMED REFERENCING SUPPLEMENTAL TYPE CERTIFICATE NUMBER SR00031 LB AND DRAWING 
NO. 21001, REV C, DATED 20 APR 2010. 

5. INSTRUCTIONS FOR CONTINUED AIRWORTHINESS ARE CONTAINED IN MANUAL NO. 87041, REVISION B, DATED 01 JUN 1999. 

6 . FLIGHT MANUAL SUPPLEMENT NO. 87012, REV B, DATED 07 MAY 1999 WAS FILED IN THE ROTORCRAFT FLIGHT MANAUL. 

7. OWNERS MANUAL, DOCUMENT NO. 87040, REVISION E, DATED 08 MAY 2012, WAS PLACED IN THE AIRCRAFT RECORDS. 

8 . COMPLETED A COMPASS SWING AND UPDATED COMPASS CORRECTION CARD. 

9. A LOGBOOK ENTRY HAS BEEN MADE. 

10. EQUIPMENT LIST REVISED. 

11. WEIGHT AND BALANCE REVISED. 

12. PERMISSION LETTER FOR USE OF THE STC PROVIDED BY JASON HARRIS OF DIAMOND J, INC. AND FILED IN THE AIRCRAFT 
RECORDS. 

13. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 

COMPONENTS AND EQUIPMENT. , . - 

14. THE MAXIMUM CONTINUOUS ELECTRICAL LOAD DOES NOT EXCEED 80% OF THE TOTAL GENERATOR CAPACITY. 

15. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC. UNDER WORK ORDER 17064. 

-NOTHING FOLLOWS- 


FAA Form 337 (10-06) 


l~~1 Additional Sheets Are Attached 











U S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MCDONNELL DOUGLAS 


Serial No. 

0400E 


2 . Owner 

Name (As shown on registration certificate) 

CITY OF OAKLAND 

POLICE HELICOPTER UNIT 

Address (As shown on registration certificate) 

Address455 7™ ST 

CityOAKLAND StateCA 

Zip94607-3940 CountryUSA 

3 . For FAA Use Only 



4 . Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address, 16425 HART STREET 

City VAN NUYS State CA 

zip 91406 Country_ USA 



6 . Conformity Statement 

B. Kind of Agency 

□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

E 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

26 APRIL 2016 

PHILLIP G. DIFIORE 


7 . Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by t 
Administrator of the Federal Aviation Administration and is ^ approved □ REJECTED 



BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 

_ A _ 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 

26 APRIL 2016 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 

































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

26 APRIL 2016 
Date 

1. INSTALLED NEW OIL CAP ASSEMBLY P/N AM369A8321 IN REFERENCE TO SUPPLEMENTAL TYPE 

CERTIFICATE SR01996SE AND AIRCRAFT MANUFACTURING COMPANY, LLC INSTALLATION INSTRUCTIONS, DOCUMENT 
NUMBER AMC MI-08002 REVISION NC DATED 09/18/08. 

2. INSTRUCTIONS FOR CONTINUED AIRWORTHINESS ARE CONTAINED IN MDHI MAINTENANCE MANUAL CSP-HMI-2, SECTION 
79-00-00. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. EQUIPMENT LIST REVISED. 

5. WEIGHT AND BALANCE NEGLIGIBLE. 

6 . DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC. UNDER WORK ORDER 17064. 

-NOTHING FOLLOWS- 


USA N510PD 


Nationality and Registration Mark 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 








U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 
CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address455 7 th ST 


citv OAKLAND 

Zip94607-394Q 


3. For FAA Use Only 


SiateCA 



A. Agency’s Name and Address 


Name Rotorcraft Support. Inc. 

Address 16425 Hart Street 

ciiv Van Nuvs state CA 

Zip 91406 Country USA 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Ell 

m 

Ell 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. _ 


Extended range fuel 


Signature/Date of Authorized Individual 

f 

per 14 CFR Part 43 
App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by t 
Administrator of the Federal Aviation Administration and is APPROVED Q REJECTED 



FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 
06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 


























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 



Nationality and Registration Mark 


1. REMOVED THE XENON STROBE LIGHT FROM THE FORWARD BELLY AND THE STROBE LIGHT POWER SUPPLY FROM 
UNDER THE COCKPIT FLOOR. 

2. INSTALLED A WHELEN RED LED STROBE LIGHT P/N 01-0771080-01 AT THE SAME LOCATION ON THE BELLY REFERENCING 
WHELEN SUPPLEMENTAL TYPE CERTIFICATE NUMBER SA615EA AND WHELEN INSTALLATION AND SERVICE MANUAL - 
DOCUMENT NUMBER 05131, REVISION D, DATED MAY 2015. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. NO INTERFERENCE WAS NOTED UPON COMPLETION OF SYSTEM TESTING. 

5. CONTINUED AIRWORTHINESS IS ASSURRED USING THE ABOVE MENTHONED INSTALLATION AND SERVICE MANUAL. 

6 . AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

7. THE EQUIPMENT LIST WAS REVISED. 

8 . SATISFACTORY OPERATIONAL TESTS WERE PERFORMED. 

9. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993._ _ 

----- NOTHING FOLLOWS - 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 















U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11^30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7 TH ST 

citv OAKLAND 

Zip 94607-3940 Country_ 


3. For FAA Use Only 


StateCA 



4. Type | 

Repair 

Alteration 

□ 

n 

□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name RotOfCraft SuPPOft, IftC. 

Address 16425 Hart Street 

city Van Nuys state CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D, I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed byihe 
Administrator of the Federal Aviation Administration and is £3 APPROVED O REJECTED 


Manufacturer 



BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


Repair Station 


Signature/Date of Authorized Individual 
06 JUL 2015 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 


PHILLIP G. DIFIORE 


























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA. N510PD 


06 JUL 2015 


Nationality and Registration Mark 


1. REMOVED THE INCANDESCENT AFT POSITION LIGHT FROM THE HORIZONTAL STABILIZER ASSEMBLY. 

2. INSTALLED A WHELEN WHITE LED POSITION LIGHT P/N 01-0771011-02 AT THE SAME LOCATION REFERENCING WHELEN 
SUPPLEMENTAL TYPE CERTIFICATE NUMBER SA800EA AND WHELEN INSTALLATION AND SERVICE MANUAL - DOCUMENT 
NUMBER 05131, REVISION D, DATED MAY 2015. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. NO INTERFERENCE WAS NOTED UPON COMPLETION OF SYSTEM TESTING. 

5. CONTINUED AIRWORTHINESS IS ASSURRED USING THE ABOVE MENTHONED INSTALLATION AND SERVICE MANUAL. 

6 . AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

7. THE EQUIPMENT LIST WAS REVISED. 

8 . SATISFACTORY OPERATIONAL TESTS WERE PERFORMED. 

9. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS - 


I I Additional Sheets Are Attached 


FAA Form 337 (10-06) 










U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7 TH ST 

Ciiv OAKLAND 

zip 94607-3940 Country_ 


3. For FAA Use Only 


StateCA 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency’s Name and Address 


Name Rotorcraft Support. Inc. 

Address, 16425 Hart Street 

City Van Nuvs State CA 

Zip 91406 Country USA 



6. Conformity Statement 


B, Kind of Agency 



U.S. Certificated Mechanic 

Ell 

Foreign Certificated Mechanic 

HI 

Certificated Repair Station 

L°] 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. /~\ 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribekl)by the 
Administrator of the Federal Aviation Administration and is ^ APPROVED □ REJECTED 



FAA Fit Standards 
Inspector 


Manufacturer 

FAA Designee 

X 

Repair Station 


Maintenance Organization 


Person Approved by Canadian 
Department of Transport 


Inspection Authorization 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 
06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

06 JUL 2015 
Date 

1. THE MONITOR & MOUNT WERE FOUND PREVIOUSLY REMOVED. 

2. FABRICATED A MOUNT FOR THE INSTALLATION OF A MONITOR ON THE RIGHT SIDE OF THE INSTRUMENT PANEL. 

a. THE BASE OF THE MOUNT IS MADE USING: 2024-T3 ALUMINUM SQUARE TUBING, 1.0" x 1.0" x .065" THICK, 2024-T3 
ALUMINUM PLATE .125" THICK, AND 7075-T6 ALUMINUM ANGLE EXTRUSION 1.25" x 1.25" x .125" THICK. 

b. THE RIGHT AND LEFT UPRIGHTS ARE MADE FROM 2024-T3 ALUMINUM ANGLE EXTRUSION 1.0" x 1.0" x .190" THICK 

c. A SUPPORT MADE FROM 2024-T3 ALUMINUM EXTRUSION .065" THICK IS ATTACHED TO THE RIGHT UPRIGHT. 

d. THE MOUNT IS ASSEMBLED WITH AIRCRAFT HARDWARE AND WAS ALODINED, EPOXY PRIMED AND TOP COATED 
WITH FLAT BLACK PAINT 

3. THE MOUNT IS INSTALL ON EXISTING SUPPORTS FROM THE PREVIOUS MONITOR INSTALLATION, USING TWO .1875" 
DIAMETER STEEL PIT PINS. THE RIGHT UPRIGHT SUPPORT IS ATTACHED TO AN EXISTING BRACKET ON THE RIGHT DOOR 
FRAME USING AIRCRAFT HARDWARE. 

4. AN AIRBORNE DISPLAYS, MODEL CBO, REV 1; P/N AB-12-W-HD-SDI-N-T, 12.1", HD, NVG, TOUCH SCREEN MONITOR WAS 
INSTALLED INTO THE FABRICATED MOUNT USING AIRCRAFT HARDWARE. 

5. POWER TO THE MONITOR IS PROVIDED FROM THE BATTERY BUSS, THROUGH A LABELLED CIRCUIT BREAKER TO THE 
UNIT. 

6. THE INSTALLATION OF THE MONITOR AND FABRICATION OF THE MOUNT WAS PERFORMED REFERENCING: AB-12-W 
AIRBORNE DISPLAY MONITOR - USER'S GUIDE , REVISION E, DATED MARCH 2015; MD HELICOPTERS INC., MAINTENANCE 
MANUAL, CSP-HMI-3, REVISION TR15-001, DATED 04 MAY 2015, CHAPTER 96; AEROCOMPUTERS AND FLIR SYSTEMS 
INTERFACE DIAGRAMS; AC43.13-1B, CHANGE 1, DATED 27 SEP 2001: CHAPTER 7, PARA 7-1 & 7-2; PARA 7-14 & 7-15; PARA 7- 
63 & 7-64; PARA 7-85 & 7-86; CHAPTER 10, PARA 10-1; CHAPTER 11, PARA 11-30 TO 11-32; PARA 11-35 & 11-36; PARA 11-47 TO 
11-52; PARA 11-66 TO 1-68; PAFtA 11-76 & 11-77; PARA 11-85 TO 11-87; PARA 11-96 & 11-97; PARA 11-106 & 11-107; PARA 11- 
115 TO 11-118; PARA 11-146; PARA 11-155 TO 11-158; PARA 11-167; PARA 11-185 TO 11-187 PARA 11-205 & 11-206; PARA 11- 
230 TO 11 -233; AC43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113 AND AC 20-168. 

7. A LOGBOOK ENTRY HAS BEEN MADE. 

8. NO INTERFERENCE WAS NOTED UPON COMPLETION OF SYSTEM TESTING. 

9. INSTRUCTIONS FOR CONTINUED AIRWORTHINESS: PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT 
MOUNTINGS, ASSOCIATED WIRING, CABLES, CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR 
INTEGRITY, SECURITY, WEAR, CHAFING, ETC. SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY 
STRUCTURE WITH REGARDS TO FATIGUE AND STRESS, CRACKING, CORROSION, ETC. 

10. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

11. THE EQUIPMENT LIST WAS REVISED. 

12. SATISFACTORY OPERATIONAL TESTS WERE PERFORMED. 

13. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS -- 


I I Additional Sheets Are Attached 


U.S.A. N510PD 


Nationality and Registration Mark 


FAA Form 337 (10-06) 







Form Approved 


Electronic Tracking Number 


U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7™ ST 

CityOAKLAND 

Zip 94607-3940 Country_ 


3. For FAA Use Only 


StateCA 



4. Type 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


PROPELLER 


APPLIANCE 


A, Agency's Name and Address 


Name Rotorcraft Support, Inc. 

Address 16425 Hart Street 

City Van Nuvs Stale CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

El 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ APPROVED Q REJECTED 


Manufacturer 



BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


Repair Station 


Signature/Date of Authorized Individual 
06 JUL 2015 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 


PHILLIP G. DIFIORE 






























































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


U.S.A, N510PD 


06 JUL 2015 


Nationality and Registration Mark 


1. REMOVED THE INCANDESCENT LANDING LIGHT FROM THE NOSE OF THE AIRCRAFT. 

2. INSTALLED A WHELEN PAR-46 SUPER-LED REPLACEMENT LIGHTHEAD P/N 01-0790623-20 AT THE SAME LOCATION 
REFERENCING SEAPLANES NORTH, LLC., SUPPLEMENTAL TYPE CERTIFICATE NUMBER SR02394AK AND FLOATS ALASKA, 
LLC., INSTALLATION INSTRUCTIONS - DOCUMENT NUMBER LED 03-20R, REVISION A, DATED 15 MAY 2012. 

3. A LOGBOOK ENTRY HAS BEEN MADE 

4. NO INTERFERENCE WAS NOTED UPON COMPLETION OF SYSTEM TESTING. 

5. CONTINUED AIRWORTHINESS IS ASSURED USING FLOATS ALASKA, LLC., INSTRUCTIONS FOR CONTINUED 
AIRWORTHINESS FOR LED AIRCRAFT LIGHT SYSTEM, DOCUMENT NUMBER LED 03-21R, REVISION A, DATED 15 MAY 2012. 

6. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

7. THE EQUIPMENT LIST WAS REVISED. 

8. SATISFACTORY OPERATIONAL TESTS WERE PERFORMED. 

9. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 


NOTHING FOLLOWS 


I I Additional SheefW\re Attached 


FAA Form 337 (10-06) 













U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7™ ST 

citv OAKLAND 

Zip94607-3940 country_ 


3. For FAA Use Only 


StateCA 



4. Type 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


APPLIANCE 


A. Agency's Name and Address 


Name Rotorcraft Support. Inc. 

Address 16425 Hart Street 

City Van Nuvs State CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by t 
Administrator of the Federal Aviation Administration and is ^ approved O REJECTED 



BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 

- „ - /=>, - ■„ - 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 
06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 



























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required , attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

U.S.A. N510PD 
Nationality and Registration Mark 

1. VERIFIED CORRECT INSTALLATION OF THE PREVIOUSLY INSTALLED GARMIN GNS-430 GPS / NAV/ COM, GI-106A 
CDI INDICATOR AND ANTENNAS: 

a. THE GNS-430 CONFORMS TO TSO'S 

b. GI-106A CDI INDICATOR CONFORMS TO 

c. CI-122 VHF COMM ANTENNA 
e. GA-56 GPS ANTENNA 

2. THE INSTALLATION WAS PERFORMED REFERENCING: GARMIN INSTALLATION MANUAL NUMBER 190-00140-02, REVISION T, 
DATED 17 JUN 2010 FOR THE GNS430; GARMIN INSTALLATION MANAUL NUMBER 190-00180-00, REVISION C, DATED 20 APR 
2001 FOR THE GI-106A; GARMIN INSTALLATION MANUAL NUMBER 190-00094-00, REVISION F, DATED 07 DEC 2004, FOR THE 
GA-56; MD HELICOPTER'S INC. MAINTENACE MANUAL, CSP-HMI-3, REVISION TR15-001, DATED 04 MAY 2015, CHAPTER 96; 
AC43.13-1B, CHANGE 1, DATED 27 SEP 2001; CHAPTER 10, PARA 10-1; CHAPTER 11, PARA 11-30 TO 11-32; PARA 11-35.& 11- 
36; PAFtA 11-47TO 11-52; PARA 11-66 TO 11-69; PARA 11-76 TO 11-77; PARA 11-85 TO 11-87; PARA 11-89; PARA 11-96 TO 11- 

100; PARA 11-10 6 & 11-107: PARA 11-115_TQ 11 -1_16: PAFtA_1_1^.120:_PARAJJL.123_X0_U^125LEABAJJ^.1.35JTOJjLd.39_PARAJ,1 -_ 

146; PARA 11-155 TO 11-158; PARA 11-167; PARA 11-174 TO 11-175; PARA 11-185 TO 11-187; PARA 11-230 TO 11-233; CHAPTER 
12, PARA 12-37; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113; CHAPTER 2, PARA 200 TO 203; PARA 207; 
PARA 209; CHAPTER 3, PARA 300 TO 309; CHAPTER 11, PARA 1100 TO 1104 AND AC 20-138D. 

3. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

4. THE EQUIPMENT LIST WAS REVISED 

5. PERFORMED A COMPASS SWING AND UPDATED COMPASS CORRECTION CARD. 

6. A LOGBOOK ENTRY HAS BEEN MADE. 

7. PERFORMED EMI, INTERFERENCE AND OPERATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

8. PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT MOUNTINGS, ASSOCIATED WIRING, CABLES, 
CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, SECURITY, WEAR, CHAFING, ETC. 
SPECIAL ATTENTION SHOULD BE GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH REGARDS TO FATIGUE AND 
STRESS, CRACKING, CORROSION, ETC. 

9. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS - 


06 JUL 2015 


Date 


FAA Form 337 ( 10 - 06 ) 


I I Additional Sheets Are Attached 
















Form Approved 


Electronic Tracking Number 


U S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B. and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 
Address455 7™ ST 


Ciiv OAKLAND 

Zio 94607-3940 


3. For FAA Use Only 


StateCA 



j 4. Type 

5. Unit Identification 

Repair 

Alteration 

Unit 

Make 

Model 

Serial Number 


□ 


□ □ 


□ □ 


□ □ 


AIRFRAME 


POWERPLANT 


PROPELLER 


APPLIANCE 



A. Agency's Name and Address 


Name Rotorcraft Support. Inc. 
Address 16425 Hart Street 
city Van Nuvs 

Zip _ 91406 Country USA 


Stale CA 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE | 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by th 
Administrator of the Federal Aviation Administration and is ^ APPROVED Q REJECTED 


Manufacturer 



BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


Repair Station 


Signature/Date of Authorized Individual 
06 JUL 2015 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 

if 


PHILLIP G. DIFIORE 


























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

06 JUL 2015 
Date 

1. VERIFIED CORRECT INSTALLATION OF THE FOLLOWING, PREVIOUSLY INSTALLED EQUIPMENT: 

a. TWO TECHNISONIC ACCESS/A A711 SERIES AUDIO PANELS, ONE INSTALLED IN THE RIGHT LOWER PORTION OF THE 
INSTRUMENT PANEL AND ONE INSTALLED IN THE LOWER SECTION OF THE TILT PANEL. 

b. LONESTAR CYCLONE THREE PORT AVIONICS BLOWER, ON THE SHELF FORWARD OF THE INSTRUMENT PANEL 

c. TRANS-CAL, MODEL SSD120-30N, ALTITUDE ENCODER / DIGITIZER ON THE FORWARD PORTION OF THE INSTRUMENT 
PANEL PEDESTAL 

d. TECHNISONIC A790 LOAD HAILER CONTROLLER IN THE LOWER SECTION OF THE TILT PANEL 

e. POWER SONIX PSAMP600 AMPLIFIER AND PSAIR12A SPEAKER UNDER THE CO-PILOT SEAT. 

f. ASTRON N2412-24 VOLTAGE CONVERTER, MOUNTED UNDER THE CO-PILOTS FLOOR. 

2. THE INSTALLATION WAS VERIFIED REFERENCING: TECHNISONIC INSTALLATION AND OPERATION MANUAL NUMBER 
96RE189, REVISION 2.2, DATED JUL 2009, FOR THE AUDIO PANELS; TECHNISONIC INSTALLATION INSTRUCTIONS NUMBER 
09RE410, REVISION N/C, DATED OCT 2009 FOR THE PA CONTROLLER; LONESTAR DRAWING NUMBER CRB6457-05, DATED 

16 DEC 2002 FOR THE BLOWER; TRANS-CAL DOCUMENT NUMBER 882188, REVISION C, DATED 08 DEC 2008 FOR THE _ 

ENCODER; POWER SONIX INSTALLATION AND USER'S GUIDE, DATED 2006 FOR THE AMPLIFIER AND SPEAKER; ASTRON 
DATA SHEET FOR THE CONVERTER; MD HELICOPTER'S INC. MAINTENACE MANUAL, CSP-HMI-3, REVISION TR15-001, DATED 
04 MAY 2015, CHAPTER 96; AC43.13-1B, CHANGE 1, DATED 27 SEP 2001; CHAPTER 10, PARA 10-1; CHAPTER 11, PARA 11-30 
TO 11-32; PARA 11-35 & 11-36; PARA 11-47 TO 11-52; PARA 11-66 TO 11-69; PARA 11-76 TO 11-77; PARA 11-85 TO 11-87; PARA 
11-89; PARA 11-96 TO 11-100; PARA 11-106 & 11-107; PARA 11-115 TO 11-118; PARA 11-120; PARA 11-123 TO 11-125; PARA 11- 
135 TO 11-139; PARA 11-146; PARA 11-155 TO 11-158; PARA 11-167; PARA 11-174 TO 11-175; PARA 11-185 TO 11-187; PARA 11- 
230 TO 11 -233; CHAPTER 12, PARA 12-37; AC 43.13-2B, DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113; CHAPTER 2, 
PARA 200 TO 203; PARA 207; PARA 209; AND AC 20-168. 

3. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

4. THE EQUIPMENT LIST WAS REVISED. 

5. PERFORMED A COMPASS SWING AND UPDATED COMPASS CORRECTION CARD. 

6. A LOGBOOK ENTRY HAS BEEN MADE 

7. EMI, INTERFERENCE AND OPERATIONAL TESTS WERE COMPLETED WITH NO ADVERSE AFFECTS ON PREVIOUSLY 
INSTALLED COMPONENTS AND EQUIPMENT. 

8. PERFORM ON AN ANNUAL BASIS AN INSPECTION OF THE EQUIPMENT MOUNTINGS, ASSOCIATED WIRING, CABLES, 
CONNECTORS, HARDWARE, AND RELATED AIRCRAFT STRUCTURE FOR INTEGRITY, SECURITY, WEAR, CHAFING. ETC. 
SPECIAL ATTENTION SHOULD 8E GIVEN TO THE AIRCRAFT PRIMARY STRUCTURE WITH REGARDS TO FATIGUE AND 
STRESS, CRACKING, CORROSION, ETC. 

9. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS - 


I 1 Additional Sheets Are Attached 


U.S.A. N510PD 


Nationality and Registration Mark 


FAA Form 337 ( 10 - 06 ) 














U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7 th ST 

citv OAKLAND 

Zip94607-3940 Country_ 


3. For FAA Use Only 


StateCA 



4. Type j 

Repair 

Alteration 

□ 

|§|| 

□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name Rotorcraft Support, Inc. 

Address 16425 Hart Street 

City Van Nuvs State CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

HI 

Certificated Repair Station 

LS 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribeVby the 
Administrator of the Federal Aviation Administration and is ^ approved O REJECTED 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 

_ A _ 


Certificate or 
Designation No. 

YT2R331L 


Signature/Date of Authorized Individual 
06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 



































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA. N510PD 


06 JUL 2015 


Nationality and Registration Mark 


Date 


1. INSTALLED A HELI-TECH INC., ENGINE GEARBOX BREATHER KIT, P/N HT800, REFERENCING SUPPLEMENTAL TYPE 
CERTIFICATE NUMBER SR03265AT AND HELI-TECH INSTALLATION INSTRUCTIONS, DOCUMENT NUMBER 012104-INST, 
ORIGINAL ISSUE, DATED 10 APR 2006. 

2. THE RIGHT HAND EXHAUST TAILPIPE WAS REPLACED WITH A SERVICEABLE UNIT, WHICH WAS PREVIOUSLY MODIFIED BY 
THIS STC. 

3. A LOGBOOK ENTRY HAS BEEN MADE. 

4. SATISFACTORY ENGINE RUN AND OPERATIONAL CHECK WAS PERFORMED. 

5. REFER TO HELI-TECH DOCUMENT NUMBER 012104 FOR INSTRUCTIONS FOR CONTINUED AIRWORTHINESS. 

6. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

7. THE EQUIPMENT LIST WAS REVISED. 

8. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS - 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 







U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 

U.S.A. N510PD 


Make 

MCDONNELL DOUGLAS 


Name (As shown on registration certificate) 

CITY OF OAKLAND 
POLICE HELICOPTER UNIT 


Serial No. 

0400E 


Address (As shown on registration certificate) 

Address 455 7 th ST 

Ciiv OAKLAND 

Zip94607-3940 Country_ 


3. For FAA Use Only 


SlateCA 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency’s Name and Address 


Name Rotorcraft Support, Inc. 

Address 16425 Hart Street 

City Van NUVS Stale CA 

Zip 91406 Country USA 



6. Conformity Statement 


B, Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 


Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by Sje 
Administrator of the Federal Aviation Administration and is ^ approved Q REJECTED 



FAA Fit Standards 
Inspector 


Manufacturer 

FAA Designee 

X 

Repair Station 


Maintenance Organization 


Inspection Authorization 


Person Approved by Canadian 
Department of Transport 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 
06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 (io-os) 


































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA. N510PD 


06 JUL 2015 


Nationality and Registration Mark 


Date 


1. REMOVED THE WHITE XENON STROBE LIGHT FROM THE TAIL AND THE RIGHT HAND & LEFT HAND INCANDESCENT 
POSITION LIGHTS FROM THE SIDES OF THE FUSELAGE. 

2. INSTALLED A WHELEN WHITE LED STROBE LIGHT P/N 01-0771410-01 AT THE EXISTING LOCATION ON THE TAIL 
REFERENCING WHELEN INSTALLATION GUIDE - FORM NO. 14353B, DATED 05-29-2014. THE STROBE CONFORMS TO TSO- 
C96a CLASS III. 

3. WHELEN LED POSITION LIGHTS P/N'S 01-0771105-03 (R/H), AND 01-0771105-04 (L/H) WERE INSTALLED AT THEIR EXISTING 
LOCATIONS REFERENCING INSTALLATION GUIDE - FORM NO.14650B, DATED 07-24-2014. THE LIGHTS CONFORM TO TSO- 
C30c TYPE I & II (R/H & L/H). 

4. ADDITIONAL DATA REFERENCED FOR THIS INSTALLATION: MD HELICOPTERS INC. MAINTENANCE MANUAL, CSP-HMI-3, 
REVISION TR15-001, DATED 04 MAY 2015, CHAPTER 96; FAR 91.205 (c)(3); AC43.13-1B, CHANGE 1,DATED SEPT 27, 2001: 
CHAPTER 10, PARA 10-1; CHAPTER 11, PARA 11-30 TO 11-32; PARA 11-35 & 11-36; 11-47 TO 11-52; PARA 11-66 TO 11-68; PARA 
11-76 TO 11-77; PARA 11-85 TO 11-87; PARA 11-96 TO 11-97; PARA11-106 & 11-107; PARA 11-115 TO 11-118; PARA 11-125; 

PARA 11 -146; PARA 11 -155 TO 11 -158; PARA 11-167; PARA 11 -185 TO 11 -187; PARA 11 -205 TO 11 -206; PARA 11 -230 TO 11 -233; 
CHAPTER 12, PARA 12-8; AC 43.13-2B, DATED MARCH 2008, CHAPTER 4, PARA 400 TO 406. 

5. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

6. THE EQUIPMENT LIST WAS REVISED. 

7. SATISFACTORY OPERATIONAL TESTS WERE PERFORMED. 

8. A LOGBOOK ENTRY HAS BEEN MADE. 

9. NO INTERFERENCE WAS NOTED UPON COMPLETION OF SYSTEM TESTING. 

10. CONTINUED AIRWORTHINESS IS ASSURRED USING THE CURRENT MD HELICOPTERS, INC. INSPECTION PROGRAM AND BY 
REFERENCING THE ABOVE MENTHONED INSTALLATION GUIDES. 

11. DETAILS ON FILE AT ROTORCRAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS - 


FAA Form 337 (10-06) 


I I Additional Sheets Are Attached 











U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 
11/30/2007 


Electronic Tracking Number 


For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MCDONNEL DOUGLAS HELICOPTER 


Name (As shown on registration certificate) 

CITY OF OAKLAND 


Serial No. 

0400E 


Model 

369 


Address (As shown on registration certificate) 
Address 455 7 th STREET 
ciiv OAKLAND 

Zip 94607-3940 Country USA 


3. For FAA Use Only 


State CA 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address^ 16425 HART STREET 

City VAN NUYS State CA 

Zip 91406 Country USA 



6 . Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

El 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual 

07-06-2015 PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in tre manner prescribed by the 
Administrator of the Federal Aviation Administration and is 15^1 approved I I rejected 


Manufacturer 


BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


X Repair Station 


Signature/Date of Authorized Individual 
07-06-2015 PHILLIP G. DIFIORE 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 



































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA N510PD 


07-06-2015 


Nationality and Registration Mark 


Date 


1. FOUND MAIN ROTOR BLADES P/N 500P2100-101 REVISION E INSTALLED IN ACCORDANCE WITH HELICOPTER TECHNOLOGY 
COMPANY SUPPLEMENTAL TYPE CERTIFICATE SR09074RC BY BIG VALLEY AVIATION INC. ON FAA FORM 337 DATED DEC-06- 
2001 PREVIOUSLY REMOVED. 

2. MD MAIN ROTOR BLADES CURRENTLY INSTALLED. 

3. WEIGHT AND BALANCE NOT AFFECTED. 

4. EQUIPMENT LIST PREVIOUSLY REVISED. 

5. CONTINUED AIRWORTHINESS IS ASSURED THROUGH SCHEDULED INSPECTIONS PER MD HELICOPTERS CSP-HMI-2 
REVISION NO. 46 DATED 19 SEPTEMBER 2014 OR LATER REVISION.. 

-NOTHING FOLLOWS- 


FAA Form 337 ( 10 - 06 ) 


I I Additional Sheets Are Attached 








U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

OMB No. 2120-0020 
11/30/2007 

Electronic Tracking Number 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 

USA N510PD 


Make 

MCDONNELL DOUGLAS HELICOPTER 


Serial No. 

0400E 


Name (As shown on registration certificate) 

CITY OF OAKLAND 


Address (As shown on registration certificate) 

Address 455 7 th STREET 

citv OAKLAND state CA 

zip94607-394Q country USA 


3. For FAA Use Only 



4. Type | 

Repair 

Alteration 

□ 

^91 

□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address^ 16425 HART STREET 

City VAN NUYS State CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


□ 

U.S. Certificated Mechanic 

□ 

Foreign Certificated Mechanic 


Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App B 


Signature/Date of Authorized Individual 

07-06-2015 PHILLIP G. DIFIORE 



7. Approval for Return to Servile 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in thetynanner prescribed by the 
Administrator of the Federal Aviation Administration and is ^ approved □ REJECTED 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 
07-06-2015 PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 


































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA N510PD 


07-06-2015 


Nationality and Registration Mark 


Date 


1. REMOVED HELICOPTER TECHNOLOGY COMPANY TAIL ROTOR BLADES P/N 369D21641-503 S/N 6084-A943, A944, A945, AND 
A946 AND INSTALLED NEW HELICOPTER TECHNOLOGY COMPANY TAIL ROTOR BLADES P/N 500P3100-305 S/N C630, C631, 
C632 AND C633 IN ACCORDANCE WITH STC SR01282LA. 

2. WEIGHT AND BALANCE NOT AFFECTED. 

3. EQUIPMENT LIST REVISED. 

4. NO FLIGHT MANUAL SUPPLEMENT REQUIRED FOR THIS INSTALLATION. 

5. CONTINUED AIRWORTHINESS IS ASSURED THROUGH SCHEDULED INSPECTIONS PER HELICOPTER TECHNOLOGY 
COMPANY MAINTENANCE MANUAL HTCM-002 REVISION LETTER C DATED 22 NOVEMBER 2004 OR LATER REVISION. 

-NOTHING FOLLOWS- 


FAA Form 337 ( 10 - 06 ) 


I I Additional Sheets Are Attached 










U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

OMB No. 2120-0020 
11/30/2007 

Electronic Tracking Number 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S C, 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 

USA N510PD 


Make 

MCDONNELL DOUGLAS HELICOPTER 


Serial No. 

0400E 


Name (As shown on registration certificate) 

CITY OF OAKLAND 


Address (As shown on registration certificate) 
Address 455 7™ STREET 
citv OAKLAND 

Zip94607-3940 Country USA 


3. For FAA Use Only 


State CA 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT, INC. 


Address, 16425 HART STREET 

City VAN NUYS state CA 

Zip 91406 Country USA 



6. Conformity Statement 


B. Kind of Agency 


L°J 

U.S. Certificated Mechanic 

El! 

Foreign Certificated Mechanic 


Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App B 


Signature/Date of Authorized Individual 

07-06-2015 PHILLIP G. DIFIORE 



7. Approval for Return to Servlc 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected irt thfflmanner prescribed by the 
Administrator of the Federal Aviation Administration and is 1^1 approved I I rejected \ 


Manufacturer 


BY 


FAA Fit Standards 
Inspector 


FAA Designee 

Certificate or 

Designation No. 

YT2R331L 


Repair Station 


Signature/Date of Authorized Individual 
07-06-2015 PHILLIP G. DIFIORE 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 



FAA Form 337 (io- 06 ) 































































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 

8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 



Nationality and Registration Mark Date 


1. THIS FAA FORM 337 CORRECTS FAA FORM 337 COMPLETED BY FLIGHT TRAILS HELICOPTERS, INC. DATED FEB-19-1993 FOR 
INSTALLATION OF WECO GENERATOR KIT IN ACCORDANCE WITH SUPPLEMENTAL TYPE CERTIFICATE NUMBER SH3195NW 
BY CORRECTING THE SUPPLEMENTAL TYPE CERTIFICATE TO SH3195NM. 

2. WEIGHT AND BALANCE NOT AFFECTED. 

3. FOUND EQUIPMENT LIST PREVIOUSLY REVISED. 

4. FLIGHT MANUAL SUPPLEMENT NO.1 REVISION 1 DATED APRIL 7, 1992 INSERTED INTO FLIGHT MANUAL. 

5. CONTINUED AIRWORTHINESS IS ASSURED THROUGH SCHEDULED INSPECTIONS PER MD HELICOPTERS CSP-HMI-2 
REVISION N0.46 DATED 19 SEPTEMBER 2014 OR LATER REVISION. 

-NOTHING FOLLOWS- 


FAA Form 337 ( 10 - 06 ) 


I I Additional Sheets Are Attached 






U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

OMB No. 2120-0020 
11/30/2007 

Electronic Tracking Number 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9. FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


Nationality and Registration Mark Serial No. 

USA. N510PD 0400E 


1. Aircraft 

Nationality and Registration Mark 

USA. N510PD 

Make 

MCDONNELL DOUGLAS 

2. Owner 

Name (As shown on registration certificate) 

CITY OF OAKLAND 

POLICE HELICOPTER UNIT 


Address (As shown on registration certificate) 
Address455 7™ ST 


Citv OAKLAND 

Zio94607-3940 


3. For FAA Use Only 


StateCA 



4. Type 


Repair Alteration 


□ 


□ □ 


□ □ 


□ □ 


| 5. Unit Identification 

Unit 

Make 

Model 

Serial Number 


AIRFRAME 


POWERPLANT 


PROPELLER 


APPLIANCE 



A. Agency's Name and Address 


Name Rotorcraft Support, Inc. 

Address 16425 Hart Street 

City Van Nuvs State CA 

Zip 91406 Country USA 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 


Signature/Date of Authorized Individual 


per 14 CFR Part 43 

App. B 

□ 

06 JUL 2015 

PHILLIP G. DIFIORE 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by l^e 
Administrator of the Federal Aviation Administration and is approved Q REJECTED 



FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 

FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) ^ 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 

06 JUL 2015 


PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 























































NOTICE 


WeighI and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

06 JUL 2015 
Date 

1. VERIFIED CORRECT INSTALLATION OF THE FOLLOWING PREVIOUSLY INSTALLED EQUIPMENT: 

a. SX-16 JUNCTION BOX - ATTACHED ON THE BULKHEAD BELOW AND AFT OF THE CO-PILOT SEAT 

b. SX-16 SEARCHLIGHT - ON THE LEFT HAND SIDE OF THE AIRCRAFT. THE SX-16 IS ATTACHED TO A FLIGHT TRAILS 
HELICOPTER HARD MOUNT P/N FTH 105-7, WHICH IS APPROVED UNDER SUPPLEMENTAL TYPE CERTIFICATE NUMBER 
SH6080NM. THIS STC WAS USED TO INSTALL THE FLIR SENSOR ON THE RIGHT HAND SIDE OF THE AIRCRAFT; 
REFERENCE FAA FORM 337 DATED 08 APR 2008 FOR DETAILS. 

c. SX-16 CONTROLLER-IN THE COCKPIT 

2. THE INSTALLATION WAS VERIFIED REFERENCING: SPECTROLAB SX-16 OPEAFtATION MANUAL, DOCUMENT NUMBER 031734, 
REVISION E, DATED 09 JUN 2010; MD HELICOPTER'S INC. MAINTENACE MANUAL, CSP-HMI-3, REVISION TR15-001, DATED 04 
MAY 2015, CHAPTER 96; AC43.13-1B, CHANGE 1, DATED 27 SEP 2001; CHAPTER 10, PARA 10-1; CHAPTER 11, PARA 11-30 TO 
11-32; PARA 11-35 & 11-36; PARA 11-47 TO 11-52; PARA 11-66 TO 11-69; PARA 11-76 TO 11-77; PA FRA 11-85 TO 11-87; PARA 11- 
96 TO 11-100; PAFRA 11-106 & 11-107; PAFRA 11-115 TO 11-118; PARA 11-123 TO 11-125; PAFRA 11-135 TO 11-139; PARA 11-146; 
PAIRA 11-155 TO 11-158; PARA 11-167; PAFRA 11-174 TO 11-175: PARA 11-185 TO 11-187; PAFRA 11-230 TO 11-233: AC 43.13-2B. 
DATED MARCH 2008, CHAPTER 1, PARA 100 TO 113; AND AC 20-168. 

3. AN ACTUAL WEIGHT AND BALANCE WAS PERFORMED. 

4. THE EQUIPMENT LIST WAS REVISED. 

5. PERFORMED A COMPASS SWING AND UPDATED COMPASS CORRECTION CARD. 

6. A LOGBOOK ENTRY HAS BEEN MADE. 

7. PERFORMED EMI, INTERFERENCE AND OPEFRATIONAL TESTS WITH NO ADVERSE AFFECTS ON PREVIOUSLY INSTALLED 
COMPONENTS AND EQUIPMENT. 

8. REFER TO SPECTROLAB SX-16 INSPECTION AND MAINTENANCE SCHEDULE FOR CONTINUED AIRWORTHINESS. 

9. DETAILS ON FILE AT ROTORCFtAFT SUPPORT, INC UNDER WORK ORDER 15993. 

- NOTHING FOLLOWS --- 


U.S.A. N510PD 


Nationality and Registration Mark 


FAA Form 337 (io- 06 ) 


I I Additional Sheets Are Attached 













U.S Department of 
Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

OMB No. 2120-0020 
11/30/2007 

Electronic Tracking Number 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 



Nationality and Registration Mark 
USA N510PD 


Make 

MCDONNELL DOUGLAS HELICOPTER 


Serial No. 

0400E 


Model 

369 


Name (As shown on registration certificate) 

CITY OF OAKLAND 


Address (As shown on registration certificate) 

Addrass 455 7 th STREET 

City OAKLAND State CA 

zip 94607-3940 Country USA 


3. For FAA Use Only 



4. Type | 

Repair 

Alteration 

□ 


□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 


Model 


Serial Number 


POWERPLANT 


PROPELLER 


APPLIANCE 


A. Agency's Name and Address 


Name ROTORCRAFT SUPPORT. INC. 


Address, 16425 HART STREET 

City VAN NUYS State CA 

Zip 91406 Country USA 



6. Conformity Statement 

B. Kind of Agency 

□ 

U.S, Certificated Mechanic 

□ 

Foreign Certificated Mechanic 

El 

Certificated Repair Station 

□ 

Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


YT2R331L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual 

06 JULY 2015 PHILLIP G. DIFIORE 



7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manneiUrescribed by the 
Administrator of the Federal Aviation Administration and is approved Q REJECTED 


BY 


FAA Fit Standards 
Inspector 


Manufacturer 


Maintenance Organization 


Person Approved by Canadian 

Department of Transport 


FAA Designee 

X 

Repair Station 


Inspection Authorization 

Other (Specify) 


Certificate or 
Designation No. 
YT2R331L 


Signature/Date of Authorized Individual 
06 JULY 2015 PHILLIP G. DIFIORE 



FAA Form 337 ( 10 - 06 ) 

































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


USA N510PD 


06 JULY 2015 


Nationality and Registration Mark 


1. VERIFIED PREVIOUS INSTALLATION OF AERONAUTICAL ACCESSORIES, INC LOCKING FUEL CAP ASSEMBLY IN 
ACCORDANCE WITH SUPPLEMENTAL TYPE CERTIFICATE SR00087AT. 

2. WEIGHT AND BALANCE NOT AFFECTED. 


EQUIPMENT LIST PREVIOUSLY REVISED. 


-NOTHING FOLLOWS- 


FAA Form 337 ( 10 - 06 ) 


I I Additional Sheets Are Attached 






US Department 
of Transportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 



INSTRUCTIONS: Print or type all entries. See Title 14 CFR §43.9, Part 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. §44701). Failure to report can result in a civil penalty for each 
such violation. (49 U.S.C. §46301(a)) 


Nationality and Registration Mark Serial No. 

N510PD 0400E 

1. Aircraft Make M^dii I Series 



MCDONNELL DOUGLAS HELICOPTER 


Name (As shown on registration certificate) 


City of Oakland 


369E 


Address (As shown on registration certificate) 

Address 455 imSTREET _ 

city Oakland _ 

zip 94607 _ _ Country US_ 


State CA 


3. For FAA Use Onl 


The data Identified herein complies with the applicable Airworthiness 
Requirements and is approved only for the above described aircraft, 
subject to conformity inspection by a oerson authorized in FAR 4317. 

n 7)OS'/vo)^ 


Data FAA Inspector 


4. Type 

Repair 

Alteration 

□ 

0 

□ 

□ 

□ 

□ 

□ 

□ 


Unit 


AIRFRAME 


5. Unit Identification 


Make 


Model 




Serial No. 


APPLIANCE 


A. Agency's Name and Address 


Nam« Aerial Avionics _ 

Address 2550 john Montgomery Dr. 

city San Jose _ 

Zip 95148_ Country U S. 



State CA 


6. Conformity Statement 


B. Kind of Agency 


U. S. Certificated Mechanic Manufacturer 


Foreign Certificated Mechanic C. Certificate No. 


Certificated Repair Station 

Certificated Maintenance Organization |7IAR379B 


I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Extended range fuel 
per 14 CFR Part 43 
App. B 


Signature/Date of Authorized Individual / 


7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 5 was inspected in the manner prescribed by the 
Administrator of the Federal Aviation Administration and is [""✓] Approved I I Rejected 




FAA Fit. Standards 
Inspector 


Manufacturer 


BY 


FAA Designee 

/ 

Repair Station 

■I 


Maintenance Organization 


Persons Approved by Canadian 

Department of Transport 

Inspection Authorization 

Other (Specify) 



Designation No. 
7IAR379B 


FAA Form 337 (io- 06 ) 





























































NOTICE 


Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


N510PD 


17/02/2012 


Nationality and Registration Mark 


Date 


Page 1 


1. No equipment was removed from the aircraft. 

2. Follow on field approval for the installation of a Technisonics TDFM7300 FM Transceiver P/N TDFM73L148 STC 
SR02379NY. This aircraft is not listed on the STC. 

Installed Technisonics TDFM73L148 FM Transceiver in the aircraft center pedestal. Circuit protection is provided by a 
7.5 amp circuit breaker labeled "FM Radio" mounted to the existing avionics circuit breaker panel. The TDFM7300 is 
connected to a CI292-3 VHF Antenna installed at fuselage station 45", a FLX3050B VHFLO Antenna installed at 
fuselage station 45", a CI285 UHF Antenna installed at fuselage station 65, and a CI275 UHF Antenna installed at 
fuselage station 63. 

3. CONTROL & OPERATION: Refer to pilot’s operating handbook provided to the pilot. Refer to TDFM7300 
Installation and Operating Instructions TiL Document No. 08RE389 Rev. A Issue 7, dated Aug 2010 or later revision 
provided in the aircraft maintenance records. 


4. SERVICING: None Required. 

5. MAINTENANCE INSTRUCTIONS: Periodic maintenance is not required. Refer to this FAA Form 337. Inspect in 
accordance with FAR 43, appendix D. 

6. TROUBLESHOOTING INFO: Refer to this Form 337. Major troubleshooting should refer to a qualified FAA 
certificated avionics personnel. 

7. REMOVAL AND REPLACEMENT. Removal and replacement should be done by trained qualified and FAA 
certificated avionics personnel. Refer to this Form 337. 

8. DIAGRAMS: Refer to TDFM7300 Installation and Operating Instructions TiL Document No. 08RE389 Rev. A Issue 7, 
dated Aug 2010 or later revision provided in the aircraft maintenance records. 

9. SPECIAL INSPECTION REQUIREMENTS: N/A 

10. APPLICATION OF PROTECTIVE TREATMENTS: N/A 

11. DATA: Refer to TDFM7300 Installation and Operating Instructions TiL Document No. 08RE389 Rev. A Issue 7, 
dated Aug 2010 or later revision. 

12. LIST OF SPECIAL TOOLS: N/A 


13. FOR COMMUTER CATEGORY AIRCRAFT: N/A 

14. RECCOMMENDED OVERHAUL PROCEDURES: N/A 


FAA Form 337 ( 10 - 06 ) 


Last Item This Page, See Page 2 
[71 Additional Sheets Are Attached 















U.S. Department 
of Transportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 

(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No.2120-0020 
2/28/2011 


For FAA Use Only 


lectronic Tracking Number 


INSTRUCTIONS: Print or type all entries. See Title CFR §43.9, Part 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. §44701). Failure to report can result in a civil penalty for 
each such violation (49 U.S.C. §46301(a)). 


Nationality and Registration Mark 

Serial No. 


1. Aircraft 

N510PD 

0400E 



Make 

MDHI 

Model 

369E 

Series 

2. Owner 

Name (As shown on registration certificate) 

Address (As shown on registration certificate) 

City Of Oakland 

| Address 455 7 th. Street 



Police Helicopter Unit 

City Oakland State Ca 

Zip 94607 Country USA 


3. For FAA Use Only 



4. 1 

ype 

Repair 

Alteration 

□ 

E 

□ 

□ 

□ 

□ 

□ 

□ 


5. Unit Identification 




Serial No. 



A. Agency's Name and Address 


Name Big Valley Aviation Inc. _ 

Address 7535 Lindbergh St. _ 

City Stockton _ 

Zip 95206_Country USA 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


WG3R944L 


Extended range fuel per I I 
14 CFR Part 43 App. B I_I 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 5 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information furnished herein is true and correct to toe best of my knowledge. 


utnon ze^in dividual 

_ Paul McKenzie 03/20/12 


proval for Return To Service 


Pursuant to toe authority giv^nperson^Spedfied below, toe unit identified in item 5 was inspected in toe manner prescribed by 
the Administrator of toe Federal Aviation Administration and is \y\ approved REJECTED 


FAA Fit. Standards .. . . .... _ .. Person Appoved by Canadian 

BY Inspector _ Manufacturer _ Maintenance Organization _ Department of Transport _ 

r A A V Dcmoir Qtoti/rtn Inmor'+inn At Other (Sp&Cffy) 


FAA Designee 


Certificate or Designation No. 
WG3R944L 


Repair Station 


Maintenance Organization 


Inspection Authorization 



Paul McKenzie 03/20/12 


/ / 


FAA Form 337 ( 10 - 06 ) 
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MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 

Federal Aviation 
Administration 


Form Approved 
OMB No 2120-0020 
11/30/2007 


For FAA Use Only 


lectronic Tracking Number 


INSTRUCTIONS: Print or type all entries. See Title CFR 43.9, Part 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. 44701). Failure to report can result in a civil penalty for 
each such violation (49 U.S.C. 46301(a)). 


1. Aircraft 

Nationality and Registration Mark 

N510PD 

Serial No. 

0400E 



Make 

MDHI 

Model 

369E 

Series 

2. Owner 

Name (As shown on registration certificate) 

Address (As shown on registration certificate) | 

City of Oakland 

Address 455 7 th. Street 

_ 


Police Helicopter Unit 

City Oakland State Ca. 

Zip 94607 Country USA 


3. For FAA Use Only 





4. Type 


SIGNATURE /''0AK-FSD0 


5. Unit Identification 


Repair 

Alteration 

Unit 

□ 

0 

AIRFRAME 

□ 

□ 

POWERPLANT 

□, 

□ 

PROPELLER 

□ 

□ 

APPLIANCE 


Serial No. 



Manufacturer 


A. Agency's Name and Address 


Name Big Valley Aviation Inc 

Address 7535 S. Lindbergh St. _ 

City Stockton _ 

Zip 95206_Country USA 


State Ca. 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Certificated Maintenance Organization 


Manufacturer 


C. Certificate No. 


WG3R944L 


D. I certify that the repair and/or alteration made to the unit(s) identified in tern 5 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information furnished herein is true and correct to toe best of my knowledge. 


Signatyje/Datswf Authorized Individual 

^ Paul McKenzie 04/08/08 04/08/08 


proval for Return To Service 


Extended range fuel per I I 
14 CFR Part 43 App. B I_I 


FAA Designee 


Certificate or Designation No. 


Manufacturer 


Repair Station 


Signature/Date of Authorized Individual 


Maintenance Organization 

BH 

Person Appoved by Canadian 

Department of Transport 

Inspection Authorization 

Other 

(Specify) 



WG3R944^^___ i _ 
FA^For^^37 (10-06) 


Paul McKenzie 


04/08/08 

































































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


N510PD 


Nationality and Registration Mark 


04/08/08 


Date 


N510PD 
Actt 12042.0 

U-8500 Flir System Installation 


Removed existing Flir system U2000 camera from the right hand side of helicopter, ECU from the rear cabin compartment, harness 
assembly, power cables, and hand controller from the interior of the helicopter which was installed and approved on 10/05/90 and has 
flown on this helicopter for 18 years trouble free. 

Using Flight Trails Inc. STC # SH6080NM mount P/N FTH105-8 we installed the Flir U8500 day/night/infrared camera to the 
airframe using the airframe jack hard point at station 96.9 on the right hand side of the helicopter. The Flir 8500 system is lighter and 
has a smaller profile than the U-2000 system that was removed which will reduce the loads imposed on the helicopter.The electrical 
harness is routed from the camera gimbal along side the exterior of the airframe to a cannon plug at station 76.5 on the right hand side 
of the helicopter where it enters the airframe and continues to the Flir ECU. The Flir ECU is located in the center of the rear cabin 
bulkhead at station 78.5 on aircraft center line using the existing U2000 ECU mount assembly. The Flir ECU is protected through a 15 
amp circuit breaker labled Flir System. All Flir system electrical harness was constructed by Flir Systems and the system is a plug and 
play system upon installation of the hard mounted system components. 


Installed Universal Searchlight LLC. Slass System to allow slaving of the Flir camera and the SX-16 Night sun in the same track at 
the same time. The Slass System Electronic control unit P/N XX-7120 is mounted under the co-pilot seat at station 70.0 using standard 
AN hardware. The system hand controler is located in the toward cabin area at station 80.0 for easy access by the observer in the right 
seat location. Control cables are routed from the Flir ECU and the SX-16 J box to the Slass ECU using standard AN hardware. 

Installed Broadcast Microwave Services, Inc helicopter microwave downlink system to allow live video from the Flir camera system 
to a base station on the ground. Mounted the control panel HCP-50 P/N 800205217 in the center console of the instrument panel at 
station 57.0 Installed the Antenna P/N 120103103 and antenna actuator assembly P/N 800169304 on the right hand skid tube toward 
of the right toward gear leg at station 56.85 longitudinal and station 48.75 lateral. The transmitter BMT75-9P P/N 801-3454800 was 
mounted under the right hand cabin floor at station 45.0 on an existing mounting tray using standard AN hardware. The antenna cable 
was routed from the transmitter to the antenna on the right skid using standard AN hardware and MS adel clamps to secure the cable 
assembly. Routed the antenna actuator control harness from the control panel to the antenna actuator located on the right skid tube 
using standard AN hardware and MS adel clamps. The BMS transmitter is protected by a 5 amp circuit breaker labeled BMS TX and 
the BMS antBnna actuator is protected by a 2 amp circuit breaker labeled BMS ACT. 


Installed Aerocomputer X3 Digital Video Recorder (DVR) above Flir ECU at station 78.5 on center line of aircraft to allow recording 
of the audio and video from the Flir system 8500 and the Aerocomputer LE5000 maping system. Installed in accordance with 
aerocomputer X3 DVR Installation Manual Revision 3. 


A letter of no objection to external equipment mounting from MD Helicopters Inc. is attached for your review. 


The helicopter will be test flown in accordance with FAR 91.407 (b) by a properly rated pilot to determine if this installation has 
appreciably changed the flight characteristics of the helicopter,and a log book entry will be made of-the operational test and the results 
noted. 


All electrical installations were conducted in accordance with AC43.13-1B Chapter 11, Section 3,4, 5,6,7, 8,9,10,11,12,15,16, 
17,18, Chapter 12 Sections 1,2, and 3. Structural requirements were completed in accordance with AC43.13-2A Chapter 1 and 2. 

Adjusted aircraft equipment list and weight and balance data to reflect this installation. 

Instructions for continued airworthiness are as follows: 


(1) Introduction: The Flir day/night camera and BMS microwave downlink is to be used for law enforcement and 
crime fighting. This system allows the ground support personal commanders to make tactical decisions 
based on real time video of the crime scene. 


0 Additional Sheets Are Attached 
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04/09/2008 07:21 5107489559 


FAA OAK FSDO 


PAGE 04/04 



DESCRIPTION: 

PAA requests through BI<3 VALLEY AVIATION a latter of no objection to external 
equipment mounted on 369 Series helicopters, 

BIG VALLEY AVIATION upgraded the FUR Installation from FUR 2000 to FUR 8500 
which is a lighter and more aerodynamic unit onto the OAKLAND Police Department 
helicopters. 

REPLY: 

MD HELICOPTERS has reviewed the request and we have no technical objection to 
external equipment mounted as described above In accordance with the Intent of the 
original Installation. 

Field Service Representative 
MD Helicoptere Inc. 

4555 E. McDowell Rd. 

Mesa / Arizona 
85215 

602-284-7479 


12/6/2007 
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FAA OAK FSDO 


PAGE 04/04 





DESCRIPTION: 

PAA requests through BIG VALLEY AVIATION a tetter of no objection to external 
equipment mounted on 369 Series helicopters, 

BIG VALLEY AVIATION upgraded the FUR installation from FUR 2000 to FUR 8500 
which is a lighter and more aerodynamic unit onto the OAKLAND Police Department 
helicopters. 

REPLY: 

MD HELICOPTERS has reviewed the request and we have no technical objection to 
external equipment mounted as described above in accordance with the Intent of the 
original Installation. 

'John M. Kerr 

Field Service Representative 
MD Helicopters Inc 
4555 E. McDowell Rd. 

Mesa, Arizona 
85215 

602-284-7479 


12/6/2007 









U.S. Department 
of Transportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 

(Airframe, Powerpiant, Propeller, or Appliance) 


Form Approved 
OMB No.2120-0020 


For FAA Use Only 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to 
exceed $1,000 for each such violation (Section 901 Federal Aviation Act of 1958). 


Make 

McDonnel Douglas Helicopter 


1. Aircraft 


2. Owner 


Serial No. 

0400E 


Name (As shown on registration certificate) 
City of Oakland Police Department 


Nationality and Registration Mark 
N510PD 


Address (As shown on registration certificate) 
455 7th Street Helicopter Aviation Unit 
Oakland, CA 94607 


3. For FAA Use Only 


The data identified herein complies v.ith the apnliccNe airworthiness 

SljitUlO 

actfun 43.7 _. 


requirements and is approved for tlie abot* v *r,c ':ea 
conformity inspection by a person authorized ir. £ 




DATE 


4. Unit Identification 


SIGNATURE 


OAK-FGGO 


Serial No. 


5. Type 


Repair Alteration 



PROPELLER 


APPLIANCE 


Manufacturer 


A. Agency's Name and Address 


Bay Avionics, Inc. 
8053 Earhart Rd 
Oakland, CA 94621 


6. Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Manufacturer 


C. Certificate No. 



D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information liimished herein is true and correct to the best of my knowledge. 


Date I Siqnatuce of Authorized Individual 

7/5/2006 


7. Approval for Return To Service 


Pursuant to the authority given persons specified below, the unit identified in item 4 was inspected in the manner prescribed by 
the Administrator of the Federal Aviation Administration and is 0 approved (“l rejected 


FAA Fit Standards 
Inspector 


FAA Designee 


Date of Approval or Rejection 

7//7/?0O(> 


Manufacturer 


Repair Station 


Certificate or Designation No. 


inspection Authorization 


Person Appoved by Transport 
Canada Airworthiness Group 


Other (Specify) 


Sianatur 


































































A.2 Continued Airworthiness 

Other than for regulatory periodic functional checks, maintenance of the GTX 330 is “on condition” only. 
Refer to the GTX 330 Maintenance Manual (Garmin P/N 190-00207-05). Periodic maintenance of the 
GTX 330 is not required. 

This section provides assistance to the installing agency in preparing Instructions for Continued 
Airworthiness (ICA) in response to Bulletin Number HBAW 98-18, “Checklist for Instructions for 
Continued Airworthiness for Major Alterations Approved Under the Field Approval Process”, effective 
10/7/98. 

Aviation Authority approved installers are hereby granted permission to reference appropriate service 
instructions and excerpts from this Installation Manual to accomplish the Instructions for Continued 
Airworthiness. This permission does not construe suitability of the documents. It is the applicant’s 
responsibility to determine the suitability of the documents for the ICA. 

Following is a suggested ICA for a Garmin GTX 330 unit installation. Some of the checklist items do not 
apply, in which case they should be marked “N/A” (Not Applicable). 

INSTRUCTIONS FOR CONTINUED AIRWORTHINESS, GARMIN GTX 330 

1. Introduction 

[Aircraft that has been altered: Registration (N-) number. Make, Model and Serial Number] 

Content, Scope, 

Purpose and Arrangement: This document identifies the Instructions for Continued Airworthiness 

for the modification of the above aircraft by installation of a Garmin 
GTX 330. 

Applicability: Applies to aircraft altered by installation of the Garmin GTX 330. 

Definitions/Abbreviations: None, N/A. 

Precautions: None, N/A. 

Units of Measurement: None, N/A. 

Referenced Publications: Garmin GTX 330 Installation Manual, P/N 190-00207-02 

Garmin GTX 330 Maintenance Manual, P/N 190-00207-05 
Garmin STC # ST01125WI. 

Garmin GTX 330 Pilot’s Guide, P/N 190-00207-00. 

Distribution: This document should be a permanent aircraft record. 

2. Description of the Alteration 

Installation of the Garmin GTX 330, with interface to Encoding Altimeter or Blind Encoder. Refer 
to Section 4 and Appendix C of this manual for interconnect information. Antenna installation, 
removal and replacement should be in accordance with applicable provisions of FAA Advisory 
Circulars AC 43.13-1B and AC 43.13-2A. 

3. Control, Operation Information 

Refer to the GTX 330 Pilot’s Guide. 

4. Servicing Information 

N/A 


Page A-2 
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GTX 330 Installation Manual 

Revision K 
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5. Maintenance Instructions 

Maintenance of the GTX 330 is ‘on condition’ only. Periodic maintenance is not required. Refer 
to the GTX 330 Maintenance Manual. 

6. Troubleshooting information 

Refer to the GTX 330 Maintenance Manual. 

7. Removal and Replacement Information 

Refer to Section 2 of this manual. If the unit is removed and reinstalled, a functional check of the 
equipment should be conducted in accordance with Section 5 of this manual. 

8. Diagrams 

Refer to Section 2, Section 4 and Appendices B and C of this manual. 

9. Special Inspection Requirements 

N/A 

10. Application of Protective Treatments 

N/A 

11. Data: Relative to Structural Fasteners 

Antenna installation, removal and replacement should be in accordance with applicable provisions 
of FAA Advisory Circulars AC 43.13-IB and AC 43.13-2A. Also, refer to Section 2 of this 
manual. 

12. Special Tools 

N/A 

13. This Section is for Commuter Category Aircraft Only 

A. Electrical loads: Refer to Section 1.6.3 of this manual. 

B. Methods of balancing flight controls: N/A. 

C. Identification of primary and secondary structures: N/A. 

D. Special repair methods applicable to the airplane: Antenna installation, removal, and 
replacement should be in accordance with applicable provisions of FAA Advisory Circulars 
AC 43.13-1B and AC 43.13-2A. 

14. Overhaul Period 

No additional overhaul time limitations. 

15. Airworthiness Limitation Section 

N/A. 

16. Revision 

To revise this ICA, a letter must be submitted to the local FSDO with a copy of the revised FAA 
Form 337, and revised ICA. The FAA inspector accepts the change by signing Block 3 and 
including the following statement: 

“The attached revised/new Instructions for Continued Airworthiness (date_) for the above 

aircraft or component major alteration have been accepted by the FAA, superseding the Instructions 
for Continued Airworthiness (date_).” 


GTX 330 Installation Manual 

190-00207-02 
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17. Assistance 

Flight Standards Inspectors have the resources to respond to questions regarding the ICA. 

18. Implementation and Record Keeping 

For major alterations performed in accordance with FAA field approval policy, the owner/operator 
operating under Part 91 is responsible for ensuring that the ICA is made part of the applicable 
Section 91.409 inspection program for their aircraft. This is accomplished when a maintenance 
entry is made in the aircraft’s maintenance record in accordance with Section 43.9. This entry 
records the major alteration and identifies the original ICA location (e.g.. Block 8 of FAA Form 

337, dated_J along with a statement that the ICA is now part of the aircraft’s 

inspection/maintenance requirements. 


GTX 330 Airborne ATCRBS/Mode S Transponder Equipment 


TYPE/MODEL/PART NO 
(Unit P/N) 

TSO COMPLIANCE* 

JTSO COMPLIANCE* 

Diversity 

010-00230-() 
(011-00455-00, -20) 

Cl 12 Class 2A 

2C112a Level 2s 

No 

010-00293-() 
(011-00455-10, -30) 

Cl 12 Class 2A 

2C112a Level 2s 

Yes 

010-00308-() Obsolete 
(011-00455-40,-50) 

Cl 12 Class 1A 

2C112a Level Is 

Yes 


* Notes: See Section 2.2 for part number, and complete TSO classification and description. 

All versions of the 011-00455-() are class 2A except -(40), -(50) which are class 1A and are 
obsolete. 
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Periodic Maintenance 


Appendix B - Periodic Maintenance 

Equipment Calibration 

The SL40 design requires very few adjustments or calibration to be made. In fact, there are no 
internal manual adjustments. 

Reference Oscillator 

The reference oscillator frequency should be checked approximately every 3 to 5 years to 
ensure the units transmit frequency is within allowable tolerance. 

The oscillator frequency can be checked by connecting the transmitter output through an 
appropriate load to a calibrated frequency counter. The transmit frequency should be within 
15ppm of the selected channel frequency. Contact the Garmin AT, Inc. factory for instructions 
on adjusting the frequency if required. 

Cleaning the Front Panel 

The front bezel, keypad, and display can be cleaned with a soft cotton cloth dampened with 
clean water. DO NOT use any chemical cleaning agents. Care should be taken to avoid 
scratching the surface of the display. 


SL40 Installation Manual 
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U.S. Department 
of T ransportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 

(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No.2120-0020 


For FAA Use Only 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to 


1. Aircraft 


2. Owner 


Make 

Model 

MDHC 

369E 

Serial No. 

Nationality and Registration Mark 

0400E 

N510PD 

Name (As shown on registration certificate) 

Address (As shown on registration certificate) 

City of Oakland 

455 7th. Street 

Police Helicopter Unit 

Oakland Ca. 94607 


3. For FAA Use Only 



DATE SIGNATURE 


4. Unit Identification 


Model 


OAK-FSDO 


Serial No. 


5. Type 


Repair Alteration 



APPLIANCE 


Manufacturer 


A. Agency's Name and Address 


Big Valley Aviation Inc. 
7535 S. Lindbergh St. 
Stockton Ca. 95206 


6. Conformlty'Statement 


B. Kind of Agency 


/ U.S. Certificated Mechanic 

Foreign Certificated Mechanic 
X Certificated Repair Station 
Manufacturer 


C. Certificate No. 


WG3R944L 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information furnished herein is true and correct to the best of my knowledge. 


Date 

01/17/06 


Paul McKenzie 


7. ApprovaPfor Re 


Pursuant to the authority given persons specified below, the unit 
the Administrator of the Federal Aviation Administration and is 




Manufacturer 


Repair Station 


Certificate or Designation No. 
WG3R944L _ 


Inspection Authorization 


Other (Specify) 


Person Appoved by Transport 
Canada Airworthiness Group 


re of Authorized Individual 


Paul McKenzie 


FAA form 337 ( 12 - 88 ) 














































Reproduced by Avantext, Inc. 


*U.S.GPO:1994-568-012700019 







NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


01/17/06 
MDHC 369E 
S/N 0400E 
N510PD 
Actt 11140.5 


Instructions for Continued Airworthiness 

1) Introduction: As described briefly above. Additional information is in the LE 5000 Installation Manual. 

2) Description: As described briefly above. Additional information is in the LE 5000 Installation Manual. 

3) Control: The system is powered and protected by a 3 amp circuit breaker and is controlled and operated by the system keyboard 
and touch screen. 

4) Servicing information: The LE 5000 system components must be serviced and repaired by AeroComputer Inc. 716 N. Ventura Rd. # 
342, Oxnard Ca. 93030 P/H# 805-985-3390. 

5) Maintenance Instructions: General condition and security of the system components and electrical harness are to be inspected at 
each 100 hour inspection. System maintenance and data updated are to be conducted by the manufactor. 

6) Troubleshooting information: Reference the LE 5000 Installation Manual and the Users Manual fortroubleshooting information. 

7) Removal and installation information: Reference LE 5000 Installation Manual. 

8) Diagrams: Reference LE 5000 Installation Manual. 

9) Special inspection requirements: None. 

10) Application of protective treatment: None. 

11) Data: Reference LE 5000 Installation Manual and system installation description above. 

12) List of special tools. None. 

13) For commuter category aircraft Not applicable. 

14) Recommended overhaul periods: Not applicable. 

15) Airworthiness Limitation Section: Not applicable. 

16) Revision: To revise this ICA submit a letter to the local FSDO with a copy of the revised FAA Form 337 and revised ICA.Once the 
revision has been accepted a maintenance record entry will be made, identifying the revision, its location, and date of the revised 
Form 337. 



□ Additional Sheets Are Attatched 

Reproduced by Avantext, Inc. 
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US Department 
of Transportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 


For FAA Use Only 


Office Identification 


INSTRUCTIONS: Print or type all entries. See FAR 43.9 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed 
$1,000 for each such violation (Section 901 Federal Aviation Act of 1958). 


Make Model 

_McDonnell Douglas Helicopter 369E 


Serial No. 

400 E 


1. Aircraft 


Nationality and Registration Mark 
N510PD 


2. Owner 


Name (As shown on registration certificate) 

City of Oakland Police Department 


Address (As shown on registration certificate) 

455 7 th St Helicopter Av Unit 
Oakland, CA 94607 


3. For FAA Use Only 


The data identified herein complies with the applicable 
airworthiness requirements and is approved only for the 
above described aircraft, subject to conformity inspection 
by a person authorizediq,14 CFR part 43 section 43.7 


11/28/2003 


Date 




ate Larry L. Ztoczewski, Principal Ayipffics Inspector 


4. Unit Identification 



APPLIANCE 


Manufacturer 


_ 6. Conformity Statement 


A. Agency's Name and Address B. Kind of Agency C. Certificate No. 


THE GYRO HOUSE - U.S. Certified Mechanic - NG3R709L 

2389 RICKENBACKER WAY - „ Foreign Certified Mechanic - Inst. 1, 2 3, 4 

X Certificated Repair Station Radio, 1, 2, 3, Ltd. 

_ AUBURN, CA 95602 _ _ Manufacturer Limited Air Frame 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Date Signature of Authorized Individual 


"/xi/oi 


Albert Shogren 




7. Approval for Return to Service 


Pursuant to the authority given persons specified below, the unit identified in item 4 was inspected in the manner prescribed by the 
Ad ministrator of the Federal Aviation Administration and is H APPROVED _ □ REJECTED _ 

FAA Fit Standards ~\ I I 0ther (Specify) 



FAA Fit. Standards 
Inspector 


Manufacturer 


Inspection Authorization 


FAA Designee 

X 

Repair Station 


Person Approved by Transport 
Canada Airworthiness Group 


Designation No. 

NG3R709L 










































FAA Form 337 NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be compatible with 
all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


B. Description of Work Accomplished 

(If more space is required, attach additional sheets, Identify with aircraft nationality and registration mark and date work accomplished.) 

MD Helicopter 369E N510PD SN: 400E 

1. Installed LoJack Vehicle Tracking System as follows: 

2. This Installation was previously approved on Bell Helicopter Model 206B III, 

Registration N211LA, SN: 3956, on FAA Form 337 dated 7/15/2002. The 
following components were listed in that installation: 

The Receiver/ Computer Module, LoJack P/N: PTC2A-E was installed under 
Copilot’s seat on existing access panel (fs 62) using standard AN hardware. 

The system was coupled to existing 28VDC to 12VDC power converter with a 2 
amp circuit breaker switch mounted at bottom of avionics stack. 

The Display Controller, pn: PTC2-D, was mounted on the top of aircraft 
instrument panel glare shield (fs 33.0) using standard AN hardware. 

Installed fabricated antenna plate to bottom of aircraft fuselage (fs 85.5). 

Antenna plate was fabricated IAW LoJack Installation Drawing #LJ010. Four Cl 
177 Antennas were mounted on the antenna plate and the Assembly was 
installed IAW LoJack Installation drawing # LJ005. The Cl 177 Antennas are 
TSO’d C37B and C38B. 

LoJack system is a non-flight critical item and is completely removed from 
aircraft power using control switch. All other systems in aircraft are not affected. 

The Aircraft Weight and Balance and Equipment List have been updated IAW 
AC 43.13-1B, and a copy has been added to the aircraft POH. 

An electrical load analysis was performed IAW AC 43.13-2A and found to be 
within 80% of maximum continuous alternator outputs. 

Instructions for continued airworthiness require a visual inspection and operational 
test annually IAW manufacturers instructions and FAR 43 appendix D. 

-end- 


□ Additional Sheets Are Attached 


KU.S. G.P.O 1990-761-753 










U.S. Department 
Transportation 
Fedarai Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 

(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No.21200020 


For FAA Use Only 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to 
exceed $1,000 for each such violation (Section 901 Federal Aviation Act of 1958). 


1. Aircraft 


2. Owner 


Make 

Model 

MDHC 

369E 

Serial No. 

Nationality and Registration Mark 

0400E 

N510PD 

Name (As shown on registration certificate) 

Address (As shown on registration certificate) 

City of Oakland Police Dept. 

456 7th Street 


Oakland Ca. 94607 


3. For FAA Use Only 



4. Unit Identification 

Unit 

Make 

_i 

Model 

Serial No. 

AIRFRAME 

- (As described in item 1 above) - 


5. Type 


Repair Alteration 


POWERPLANT 


PROPELLER 


APPLIANCE 



Manufacturer 



6. Conformity Statement 

A. Agency’s Name and Address 

B. Kind of Agency 

C. Certificate No. 

Big Valley Aviation Inc: 


U.S. Certificated Mechanic 

WG3R944L 

7535 S. Lindbergh St. 

Stockton Ca. 95209 


Foreign Certificated Mechanic 


□1 

Certificated Repair Station 



□ 

Manufacturer 



D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information furnished herein is true and correct to the best of my knowledge. 


Date 

12-06-01 


ized Individual 


Paul McKenzie 


_ 7. Approval f< 


Pursuant to the authority given persons specified below,4he uni 
the Administrator of the Federal Aviation Administration and is 



FAA Designee 


Date of Approval or Rejection 
12-0601 


FAA Form 337 ( 12 - 88 ) 


Manufacturer 


Repair Station 


Certificate or Designation No. 
WG3R944L 


Inspection Authorization Other (Specify) 


Person Appoved by Transport 
Canada Airworthiness Group 



orized Individual 


Paul McKenzie 

















































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is requfred, attach additional sheets. Identify with aircraft nationality and registration mark end date work completed.) 


12-06-01 
N510PD 
Actt 9497.7 


Engine Inlet Filter Installation 

Installed engine inlet air filtration system P/N 13691N-1 in accordance with INTEC Master Drawing List No. 1369-1001, Revision A 
dated Feburary 2,2001 and STC # SR00877SE. 

Adjusted equipment fist and weight and balance records to reflect this installation. 


NOTHING FOLLOWS 


****************************** 


I I Additional Sheets Are Attatched 



LECElVEDj ~ 

MAJOR REPAIR AND ALTERATION 
£B£C 1 0 2001 (a. ‘frame, Powerplarrt, Propeller, or Appliance) 




F«d*ral Aviation 
Admlnigra^jn 

INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent fevision thereof) for 
instructions and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to 

exceed $1,000 for each such violation (Section 901 Federal Aviation Act of 1958). _ 

~ .. Make Model 

1. Aircraft MDHC 369E 


2. Owner 


Serial No. 

0400E 

Name (As shown on registration certificate) 
City of Oakland Police Dept. 


Nationally and Registration Mark 
N510PD 


Address (As shown on registration certificate) 
456 7th Street 
Oakland Ca. 94607 


3. For FAA Use Only 



AIRFRAME 


POWERPLANT 


PROPELLER 


APPLIANCE 


4. Unit Identification 

Model 

-(As described in item 1 above)- 


Serial No. 


5. Type 


Repair Alteration 


Manufacturer 



6. Conformity Statement 


A. Agency's Name and Address 

Big Valley Aviation Iric: 

7535 S. Lindbergh St. 

Stockton Ca. 95209 


B. KindofAgencj 

1 


U.S. Certificated Mec 

ianic 


Foreign Certificated N 

echanic 

X 

Certificated Repair St 

ation 


Manufacturer 



C. Certificate No. 


WG3R944L 


D. 1 certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments 
hereto have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the 
information furnished herein is true and correct to file best of my knowledge. 

T2-06-01 Signafepe^f^i^fe^pr 


Signature'jff 

7. Approy^lforR% 


Paul McKenzie 


Pursuant to the authority given persons specified below, toe Ljnfpdentitled in h 
the Administrator of the Federal Aviation Administration rind is 0 approved 



FAA F8. Standards 
BY_ Inspector _ 

FAA Designee 

Date of Approval or Rejection 
FAA Form 337 ( 12 - 88 ) 


Manufacturer 

Repair Station 
Certificate or Designation No. 

WG3R944L_ 


Inspection Authorization Otoer (Specify) 


Person Appoved by Transport 
Canada Airworthiness Grou 


orized Individual 


Paul McKenzie 













NOTICE ■ 4. i ; V i i; ,r-r*;v/ ? \. 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8 . Description of Work Accomplished 

(If more space is required, attach additional sheets. 


identify with aircraft nationality and registration mark and date work completed.) 


12-06-01 
N510PD 
Actt 9497.7 


Main Rotor Blade Installation. 


Installed replacement Main Rotor Blades P/N 500P2100-101 revision E. In accordance with Helicopter Technology Company (HTC) 
Installation and Maintenance Instructions HTCM-001, Rev. N/C dated 4-02-96 and Master Drawing list MDL-2100-01, Rev. B, dated 
5-31-96 or later FAA approved revision and STC # SR09074RC. 

Weight and Balance Not Affected. 


NOTHING FOLLOWS 




1 


* 


I 


I 


I I Additional Sheets Are Attatched 




U.S. Department 
of Transportation 
Ftdaral Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 

(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved OMB 
No.2120-0020 



INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for 
instructions and disposition of this form. This report is required bylaw (49 U.S.C. 1421). Failure to report can result in a civil penalty not to 
exceed $1,000 for each such violation (Section 901 Federal Aviation Act 1958)_ 


1. Aircraft 

Make ' MDHC 

Model 369E 


Serial No. 0400E 

Nationality and Registration Mark 

N510PD 

2. Owner 

Name (As shown on registration certificate) 

City of Oakland 

Police Helicopter Unit 

Address (As shown on registration certificate) 

455 7TH Street 

Oakland Ca. 94607 


3. For FAA Use Only 



4. Unit Identification 

Unit 

Make 

Model 

Serial No. 

AIRFRAME 

--— -—-(Ms described In item 1 above) --—.——- 


5. Type 


Repair Alteration 


POWERPLANT 



B. Kind of Agency 

C. Certificate No. 

U.S. Certificated Mechanic 

WG3R944L 

Foreign Certificated Mechanic 


X Certificated Repair Station 

Manufacturer 


A. Agency’s Name and Address 


Big Valley Aviation Inc. 
7535 S. Lindbergh St. 
Stockton Ca. 95206 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
- furnished herein is true and correct to the best of my knowledge. 


Date 

05-02-00 


Signature of Authonzed I 
Paul McKenzie 


7. Approval for Return To Serv 


Pursuant to the authority given persons specified below, the unit identified in itern 4 
Administrator of the Federal Aviation Administration and is X APPROVED 




FAA Fit Standards 
Inspector 


Manufacturer 


Inspection Authorization 


FAA Designee 

X 

Repair Station 


Person Appoved by Transport 
Canada Airworthiness Group 


ed in the manner prescribed by the 

REJECTED _ 

Other (Specify) 


Date of Approval or Rejection 
05-02-00 




Certificate or Designation No. 
WG3R944L 


Signature of Authorized I 
Paul McKenzie 











































i - 


i» 


NOTICE 

Weight and balance or operating limitation changes shall be entered in Vie appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 


05-02-00 
ACTT. 8769.2 
N510PD 


Pulse Light installation 


Installed Precise Flight Pulselite Control Unit Model 1220/2410-2 in the Landing / Taxi Recognition Visual Control Light system in 
accordance with the Pulselite Installation Manual #PPRI-2000 Revision 13 and STC# SH3319NM. Weight and Balance not affected. 
Mounted control unit at station 62.5 under left hand floor panel. 

•******•***********•••**••••<>* End Report ****************************** 


l~~l Additional Sheets Are Attached 


FAA Form 337 ( 12 - 88 ) 


U.S. GPO:I989-0-663-171 




RECEIVED 

A 

OAKLAND F.S.D.O. 


U.S. Department 
of Transportation 
Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 

JUL 0 9 WB.No.2120-0020- 

For FAA Use Only 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C.1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


1. Aircraft 


2. Owner 


Make 

MDHC 

Model 

369E 

Serial No. 

0400E 

Nationality and Registration Mark 

N510PD 

Name (As shown on registration certlfcate) 

City of Oakland 

Police Helicopter Unit 

Address (As shown on registration certificate) 

455 7TH Street 

Oakland Ca. 94607 


3. For FAA Use Only 


4. Unit Identification 

Unit 

Make 

Model 

Serial No. 


Repair Alteration 



APPLIANCE 


(Manufacturer 


l Agency's Name and Address 


Big Valley Aviation 
7535 South Lindbergh St. 
Stockton Ca. 95206 


C. Certificate No. 


WG3R944L 


6. Conformity Statement 


B. Kind of Agenc 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station_ 


Manufacturer 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and descnbed on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Date 

6-5-98 


7. Approval for Return To Service , 


Pursuant to the authority given persons specified below, the unit Identified in item 4 was Inspected In the m 
Administrator of the Federal Aviation Administration and is [x] APPROVED Q REJECTED 

I I FAA Fit. Standards I [T“T“ I lOther (Specify) 




FAA Fit. Standards 
Inspector 


Manufacturer 

Inspection Authorization 


FAA Designee 

X 

Repair Station 

Person Approved by Transport 
Canada Airworthiness Group 


6-5-98 


Designation No. 

WG3R944L 




FAA Form 337 ( 12 - 8 S) 











































ra 


[Form Approved 
tOMB No.2120-0020 


For FAA Use Only 


OAKLAND F.S.D.O. 

MAJOR REPAIR AND ALTERATION 
U.S. Department APR 3 0 Ipufframe, Powerplant, Propeller, or Appliance) 

□f Transportation 
Federal Avtadon 

AdmWetradon 


INSTRUCTIONS: Print or type all entries/'See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision tnereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C.1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act 1958) 


1. Aircraft 

Make 

MDHC 

Model 

369E 

Serial No. 

Nationality and Registration Mark 


0400E 

N510PD 


Name (As shown on registration certifcate) 

Address (As shown on registration certificate) 

2. Owner 

City Of Oakland 

Police Helicopter Unit 

455 7TH. Street 

Oakland CA. 94607 


3. For FAA Use Only 



APPLIANCE 


[Manufacturer 


Agency's Name and Address 


Big Valley Aviation Inc. 
7535 S. Lindbergh ST. 
Stockton CA. 95206 


Certificate No. 


WG3R944L 


6. Conformity Statement _ 


B. KindofAgenc 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Manufacturer 


D. I certify that the repair and/or alteration made to the unlt(s) Identified in item 4 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


Date 


4-22-98 


mp 

mmm 


Pursuant to the authority given persons specified below, the unit Identfnedin iterrfA was Inspected in the manner prescribed by the 
Administrator of the Federal Aviation Administration and is fxl APPROVED I I REJECTED 


FAA Fit. Standards 
BY _ Inspector _ 

FAA Designee 


Date of Approval or Rejection 
4-22-98 


FAA Form 337 ( 12 - 88 ) 


Manufacturer 
X Repair Station 


Certificate or 
Designation No. 
WG3R944L 


[X] APPROVED [ 

Inspection Authorization 

Person Approved by Transport 
Canada Airworthiness Group 


□ REJECTED 
I Other (Specify) 











































-rCfffuP- 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 




Form Approved 
OMB No. 2120-0020 


For FAA Use Only 


of^ransp'ortation (Airframe, Powerplant, Propeller, or Appliance) 

Federal Aviation 
Administration 


INSTRUCTIONS: Print or type all entries. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This form is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 



■ l*J mV- M l W U LM l K IWI tr>*J ■ iV 13 PJ 1 KVi F. ill L»J 1 Wi\n VJ ■ KvJ H 


1. Aircraft 


2. Owner 


Make McDonnell Douglas 

Model 369E 

Serial No. 

SERIAL NO. 0400E 

Nationality and Registration Mark 

N510PD 

Name (As shown on registration certificate) 

City of Oakland Police Depart 

Address (As shown on registration certificate) 

456 7th Street Helicopter Avn 

Oakland, CA 94607 


3. For FAA Use Only 


The ebb identified herein complies v/ilh the applicable eirv.cijiinsss 
requirements end is approved fer the above described aircraft, subject to 
conformity inspection by a person authorised iaFAR 43, Secb'on 43.7 

09 - 05 - 9 ? 


DATE SI 


4. Unit Identification 


Model 


Repair Alteration 


AIRFRAME 


APPLIANCE 


Manufacturer 


A. Agency's Name and Address 


Bay Avionics, Inc 
Baj/Avionics L Inc . 

Oaklan, CA 94603 


(As described in item 1 above) 



6 . Conformity Statement 


B. Kind of Agency 


U.S. Certificated Mechanic 


Foreign Certificated Mechanic 


Certificated Repair Station 


Manufacturer 


C. Certificate No. 


WK3R948L 
Inst Class 1,3,4 
Radio Class 1,2,3 
Limited A/F 


D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 


4^7 


IffSE 


Signature of Authorized Individua 


Bay Avionics, Inc 


roval for Return to Service 



Pursuant to the authority given persons specified below, the unit identified in item 4 was inspected in the manner prescribed by the 

Administrator of the Federal Aviation Administration and is_ 51 APPROVED □ REJECTED _ 

[other (Specify) 


FAA Fit. Standards 
Inspector _ 

FAA Designee 



Manufacturer 


Repair Station 


Certificate or 
Designation No. 

WK3R948L 


51 APPROVED 

Inspection Authorization 


Person Approved by Transport 
Canadian Airworthiness Group 


Signature 




&sei 










































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space Is required, attach additional sheets. Identify with aircraft nationality and registration mark and da te work completed.) 

The existing II Morrow Apollo 618C Loran Receiver and Loran Antenna were removed 
from this aircraft. 

AII Morrow Model 360 GPS Receiver and A-33 GPS Antenna were installed in this 
aircraft. The 360 GPS Receiver was installed in the instrument panel in place of the 
removed Loran Receiver. The A-33 GPS Antenna was mounted in place of the removed 
Loran Antenna using the existing doubler. The 360 GPS Receiver was installed as a stand 
alone unit with no navigation interface. 

This installation was conducted in accordance with II Morrow Installation Guide No. 560- 
0124-00, rev. A, dated May 1995, and within the guidelines set forth by FAA A43.13-2A, 
Chapter 2 & 3 and AC 20-138, sections 7.b and 7.c (2). 

The H Morrow Apollo 360 GPS Receiver has been previously installed in a Partenavia P- 
68 series aircraft and approved for VFR use per Supplemental Type Certificate No. SA 
00146SE. 

The aircraft instrument panel was placarded "GPS Limited to VFR Use Only." This 
placard was installed below the II Morrow 360 GPS unit. See Bay Avionics Drawing 
BA040897-001 for installation details. 

The pilot was provided a copy of the II Morrow Apollo 360 GPS Receiver User Guide, 
P/N 560-0123-00 dated October 1994. 

The aircraft weight and balance and equipment list were amended to reflect this change. 


Additional Sheets Are Attached 

U.S. GOVERNMENT PRINTING OFFICE: 1992-763-012/50157 









US Deportment 
of Transportation 

Federal Aviation 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 


For FAA Use Only 


Office Identification ^ 


/ 

INSTRUCTIONS: Print or type all entries. See FAR 43.9. FAR 43 Appendix B. and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1,000 
for each such violation (Section 901 Federal Aviation Act of 1958). 


|l. Aircraft 


12. Owner 


_ HA //C- _ 

Serial No. 

__ 

Name (As shown on registration certificate) 

O/ rV 


__ 

Nationality and Registration Mark 

_ A/S/0 

Address (As shown on registration certificate) 

0OSU-./Q AS A f o/Jj f 4 ^ (A 7- 


3. For FAA Use Only 


The data identafied herein complies with the applicable 
requirements and is approved for the above described 
conformity inspection by a person authoraed ia FAR-43, St 

,f~1, _ i 

-MTE .SfGHATUREMKTS# 


lAIRFRAME 


POWERPLANT 


PROPELLER 


I APPLIANCE 


_ 4. Unit Identification 

Model 

i (As described in Item 1 above) 


Serial No. 


5. Type 


Repair Alteration 


Manufacturer 



A. Agency's Name and Address _ 

dStjq/e^A/O/ZJT* 

OsQHS^/3a^'/\ 0-0 , 9 46 —/ 


B. 

<ind of Agency 



U.S. Certificated Mechanic 



Foreign Certificated Mechanic 


X. 

Certificated Repair Station 



Manufacturer 



C. Certificate No. 




D. I certify that the repair and/or alteration made to the unit(s) identified in item 4 above and described on the reverse or attachments hereto 
have been made in accordance with the requirements of Part 43 of the U.S. Federal Aviation Regulations and that the information 
furnished herein is true and correct to the best of my knowledge. 




Signature of Authorized Individual 

7. Approval for Return To Service_ 


V” © 


Pursuant to the authority given persons specified below, the unit identified in item 4 was inspected in the manner prescribed by the 
Ad ministrator of the Federal Aviation Administration and is p( APPROVED □ REJECTED _ 

f I FAA Fit. Standards I f7! ^ " i I._ - . ___ I Other (Specify) 



FAA Fit. Standards 
Inspector 


Manufacturer 


Inspection Authorization 


FAA Designee 

X 

Repair Station 


Person Approved by Transport 
Canada Airworthiness Group 


Date of Approval or Rejection 

S •/-//)y c i'A 

FAA Form 337 ( 12 - 88 ) 


Certificate or 
Designation No. 


Signature of Authorizei 














NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date v/ork completed.) 

ZZajST&LlEL /OAJ /Zs/ATJOaJ ZTJMC. 

Co/vT/OSs nOti c-L a J-c/xb idm pccomzmqajcce: 
VJfW 2R rO,jr. Taj^TtO/ / MTmjJ i8uvUL£m/J TMTSC 2 3 JG . 

fdL-Z VSCjZXL ZLAJ rZCTjOr/zl^h/r IT \*J/TM AC^S./g- 

/& 4 C*/jQAJ(5£. a CM/OPTBXi StSZnou 3 j '7K)<5<S 3/ > 

zpyQjeP)* <7 9 (c)(6) Cd 'JTCooeE: i 2 -. 2 j=? 4 CS . W&JG/fT 

i'vyjZ S8P)LjQhXz=. MOT PFftPCTiTA , CbT Ot-U LM/T 3 / T 

€>3,9 ) \*j&)GNT g*~ ^ tu/jT js // o2 J/ /idumt/ajG, /$ 
f)T WWlrDM S&. 5 LmcrcyC-r LOCTiTOm) , JLLGNVmG 

S'yST&H WPOmQ m/X35 JJOT is&UiPrt&Kfr 4aST” WX?S 


oP~ 4) Tjj dZi € « 


AJl>jPmJP P&UPM/S 


□ Additional Sheets Are Attached 


■AU.S. GOVERNMENT PRINTING OFFICE: 1332-769-012/60157 ‘ 





US Deportment 
of Transportation 

Federal Avfatton 
Administration 


MAJOR REPAIR AND ALTERATION 
(Airframe, Powerplant, Propeller, or Appliance) 


Form Approved 
OMB No. 2120-0020 


For FAA Use Only 


Office Identification _ 


INSTRUCTIONS: Print or type all entries. See FAR 43.9. FAR 43 Appendix B. and AC 43.9-1 (or subsequent revision thereof) for instructions 
and disposition of this form. This report is required by law (49 U.S.C. 1421). Failure to report can result in a civil penalty not to exceed $1.000 
for'each such violation (Section 901 Federal Aviation Act of 1958). 



Serial No. 


2. Owner 


Model 

_ 


Nationality and Registration Mark 

A/ 57(2$ ’ 


Name (As shown on registration certificate) Address (As shown on registration certificate) 

Cs? tV or otfJCuQub Vft/ 37&&-T 

'C&. ~2>StPr^ JJgL/CbPT&A- OJJJT OtilOjOk/A, (2/0, 


■ 4 <£>&>& 


3. For FAA Use Only 



PROPELLER 


APPLIANCE 


Manufacturer 


6. Conformity Statement 

A. Agency’s Name and Address 

1 B. Kind of Agency 

C. Certificate No. 

Big Valley Aviation, Inc. 

FAA Repair Station No. WG3D944L 

<■ si/OK/ 1 (ZjQ 


U.S. Certificated Mechanic 



Foreign Certificated Mechanic 

Big Valley Aviation, Inc. 

m 

Certificated Repair Station 

FAA Repair Station No. WG3D944L 

S&NSCA/KJAC-/ fcO , ^ 

□ 

Manufacturer 


D. 1 certify that the repairand/oralteration made to the un 
have been made in accordance with the requirements 
furnished herein is true and correct to the best of my 1 

it(s) identified in item 4 above and described on the reverse or attachments hereto 
of Part 43 of the U.S. Federal Aviation Regulations and that the information 
<nowledge. 





y® 


7. Approval for Return To Se 


Pursuant to the authority given persons specified below, the unit identified ipntemA was inspected in the manner prescribed by the 
Administrator of the Federal Aviation Administration and is JJZL APPROVED □ REJECTED 

I I FAA Fit Standards I U. T~ " i I__... I Other (Specify) 



FAA Fit. Standards 
Inspector 


Manufacturer 


Inspection Authorization 


FAA Designee 

3* 

Repair Station 


Person Approved by Transport 
Canada Airworthiness Group 


Date of Approval or Rejection 


Signatur^fbf Authorized Individual 



I Individual / 


FAA Form 337 (ia-88) 









































NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. An alteration must be 
compatible with all previous alterations to assure continued conformity with the applicable airworthiness requirements. 


8. Description of Work Accomplished' 

(If more space is required, attach additional sheets. Identify with aircraft nationality and registration mark and date work completed.) 

~ 7&&L. ~~72La 3 STJCS y JZ7/OC- 

WV/O^OV^ ~Zjl //OSiAS 

-TcSlsV 7ZX5L- zzzTAyC. . —22jC<UVsa/G ^d> / - <L> 

) J 

~ZX)v~cZ£ / /- &>?- 9<J 

/i/Ort-A . U/&/GMT /Qud • 

A/rdxT /QFrlsZn^ . --- 

_x_ K*C3V7/S/SG 7&U0A& - a 


Additional Sheets Are Attached 


*U.S. GOVERNMENT PRINTING OFFICE: 1992-769-012/60157 










^dnittd States of SLacrica 

Bepartment of '^Transportation —federal Stoianon Hdministranon 

Supplemental ‘Cgpe Certificate 




SH8639SW 


Plastics, Inc. 

V, 7800 Skyline Park Dr. 

Fort Worth, TX 76108 

6 y^civil Air 

*^roc&tc£ - <-d^t-e'l£LcrJ^c.a/*-*sA!ti*n/cr-: H3WE 

^^ZajCcr: McDonnell Douglas Helicopter Company 

369A, D, E, F, FF, H, HM, HS, HE, and 
^ - 5 00 

Installation of an aft door window in accordance with Tech-Tool 

Inc " dr ? win 9 369-3506, Rev. E, dated ll-M-if or 
later FAA approved revision* ' ° r 


Compatibility of this modification with previously installed 
equipment must be determined by installer. 


■w^/4 wliw/; 


May 8 , 1992 


a*. 


£6 m 6-^« uu *, ic +: ^ May 13 , 1993 



■ rf'"*' «ww«rt{,/12/21/93 Rev. 1 

' ■■ j > »-yw»i y /» 

* ^ 'itfajpcAi-tt */£/tf ■ 0^»/viZi4/// 

2 <at£cL j\ 


* f J 



fi Kelly,^flSna^er 1 
'aft Certification 


^"■£'.4* •.■•>. if- 


T ortmprh6hT,?m^k&%it 

£aa r<»M a u o -2 (i o-« i) 



Thuteilificale may be Uatujetud in actordanefy 


l or both. 
■AR21M7, 





FAA AIRCRAFT REG!STR| _ 
CAKERA R0. I DATE, 




















































NOTICE 


An alteration must be 

SpS ‘with all previous alterations to assure continued conformity *l,h We applicable airworthiness recrements. 


6. Description ot Work Accomplished 


spaC e is "required. attach additional sheets. Identify with aircraft nationality and registration mark and date work completed., 











FAA AIRCRAFT REGISTRY 
CAMERA NO. 2N DATE: 



£ 

ust^jcrrrwnr 


APPLICATION FOR 
AIRWORTHINESS 
CERTIFICATE 


Form Approved 

O.M.B. No. 2120-0018 


*”'* " m F°rni<*s complete Sections 


| X AIRCftAFT MODEL C 


Allison 


369E 

7. ENGINE MODEL DESIGNATION 

250-C20B 


£ON I L YR. WFR I fT 


'JIEOISTMTONMABK. “ ‘ "aIRCAAFT MODS. OtBEEJ^ «. ~ MFR 

——- i§teig 

■-2122S___Allison - - 250-C20B 

pOFENGINEi l-PBOPELLa BUILDER S NAME,M.,., ,u. .-nui-tLLLH M 0DEL DESIGNATION pr< 

------—___J, 

|u||u|y| |acrobat|c | 

-—1 SPECIAL A1RWQ PITHINESS CERTIFICATE (Check agpropn^f g tteme) !-“I—■- 

T I ft miTrn _• 


tP R qPEU^R BU 1 L o ERSNAME( „„, ; rn PROPELLER MODEL DESIGNATION ~ 

L- N / A N/A 


;o<a 6 


I IMPORT " 


I PROVISIONAL (Indicate ctexs) 


RESTRICTED (Indtcete operator* $) to 
be conducted) 


CLASS II ■ -- 

_ agriculture AND PEST CONTRO L T 

FOREST (Wildlife constnaitonf j 


I AERIAL SURVEYING l » | jAERtAL ADVERTISING! 


CARRIAGE OF CARGO 


WEATHER CONTROLl 


EXPERl MENTA L (Indicate operation/s) 
to be conducted) 


_ RESEARCH AN D DEVELOPMENT 
RACING 


OTHER (Specify) 
AMATEUR BUILT 


| CREW TRAINING 


EXHIBITION 
MKT. SURVEY 


- -- J_ TO SHOW COMPLIANCE WIT H FAR 1 * 1 --- 

— — flight f oh repairs, alterations. MAINTENANCE OB STORAGF- 

. -i- - g S°T ■MPB.D.NB DANGeS--- 

« 'N EXCESS OP MAX.MUMcIhT.P ICATEO TA KE-pi?^^- 

_ | , | .UooocnOMPu aKTTp^ - 

. iFi 

A. HSGlST EREOOWNER Ms Atown on certihcete of n,craft reqgtrahon i — -*m ^^_ 

NAME -- - -- r _ IF DEALER, CHECK HERE _ I T X " 

—McDonn ell dopglas helicopter company [I ooTe. McDowell an.. mksa iPT,m,, 0 „ nc 

[ ■. A.RCPAPT CERTIFICATION BASIS ,CA» t ^ Jng _ L_ 03 


M^^ s «! c ; ficat,on oh ^ certificate data sheet ,s» No!" 

x __ H3WE Rev. 14 


AIRCRAFT LISTING ,Gn* pgfft numtmf SI) 

_J_ N/A _ 

C. AIRCRAFT OPERATION AND MAINTENAN CE RECORDS 

COMpflliS^wnSf ” total AIRFRAME HOURS 

X PAR 91.173 g y 




SUPPLEMENTAL TYPE CERTIFICATE ,L ol turn*, o' .«* STO HKOmn*,, 

N/A 




—F^A*« 

T ngnw ror tiowttWm* ewtrficM* rwjuw*^. "***" «^UMioo». and tost me ttrcrsft h*s ben irupKNd end is 


DATE OF APPLICATION --- - - 

A - n N*“E AND TITLE, PRO, IXST-J JAMES C. SCHOENE 

^ugust 9. 1990 |DEPT■ MGR,_, QUALITY AS SURANCE. 

_«■ THE AIRCRAFT DESCRIBED ABOVE H AS BEEN INSPECTED A ND FoJjNQ AIRWORTHY BY ,r^N, ~ _ 

7l le ‘°" - tna tectnn onty 4F, 


FAR PART 121 OR 177 CERTIFICATE HOLDER fO**"" 
C«rtrtVc**» Na; 


I C f?? f lCATEP MECHANIC (One 


AIRCRAFT MANUFACTURER IQtmnmtm 0/ hrmt 


CERTIFICATED REPAIR STATION ,Gp. C~, 


,0»e» ALL ARpljcM* Stod. in «»n. A B, 

A. I End ttwt the pircnft dMcnbad in section 1 or VI? meets n 

go B*RnRA^or tor■ tpscialBigMpamstisidtrSAdonvtl. 

j<h wMconaucMdliE: 

5Si ° ATE " I DISTRICT OFFICE ~T~ 


_ _X_ the cbttificate reques ted “ 

_L, 1 auenoment or MODIFICATION Of current 
FAA INSPECTOR " I I c. 


AUG 1 0 1930 Pfl/-HlSd> 


iON OF CURRENT AIRWORTHINESS CERTIFICATE 
FAA DESIGNE E 

FAR65 [ |TAR 121.127tx 133 ! | FAR US " 

FAA INSPECTORS SIGNATURE 


FAA Form 8130-6 ie-«) supersedes previous edition 


O^rxe AJM~ 


t Ufa 











FAA AIRCRAFT REGISTRY 
CAMERA NO, 2N DATE: 3-17-92 





BUILDER (Uaka) 


.SERIAL NUMBER 


B. DESCRIPTION OF FLIGHT 

["from • 


ADDRESS 

• ^ . 



MODEL 




..... 



- 1 


j REGISTRATION MARK 


CUSTOMER DEMONSTRATION FLIGHTS □ f Check if 


TO 





C. CREW REQUIRED TO OPERATE THE AIRCRAFT AND ITS EQUIPMENT 


| j PILOT j } CO-R1LOT j [NAVIGATOR | | OTHER (Sfi*cifyj 

0. THE AIRCRAFT DOES NOT MEET THE APPLICABLE AIRWORTHINESS REQUIREMENTS AS FOLLOWS - 


E. THE FOLLOWING RESTRICTIONS ARE CONSIDERED NECESSARY FOR SAFE OPERATION iLhml 


drtcmiM -... “““ "*>“* urn, lUMn wtnR rus tw «««« no ™ tor m» higm 


' TE NAME AMO TITLE ffw or lyp,; 


A. Operating Limitation* and Marking* m Cornp*»*>x* «r<tn FAR 
B1-31 asAppbcabte 


B. Current Operating Lirmtabons Attached 


C D,U - Drawmg*. Photograph*. etc (Ante* whan reouirad; - 


D. Cunant Weight and Stance Ircformatoon A miasm m Aircraft 


E. Major Repair and Alteration. FAA Form 337 (Attach whan radwraCj 


SIGNATURE " ■ ■ ‘ — 1 

■; ; i v I 


G. Statement of Conformity. FAA Form 8:30-9 f A.lacft whan /aqutraC) 


H. Foreign Airworthiness Cert:f«ehon lor Import Aircraft 

fAftach whan raoutrad) . • .. .. ( _... ... . .. .. __ 


L Previous Airworthiness Certiftcaie issued m Accordance with 

~CAR----- fOngwe.' Attached; 


4. Current Airworthiness Certiteaie Issued m Accordance with 

... 21.183 Ca) 

- - (Copy attached; 


® US. Government Prtmtsf Office: IMS—4tt-at 1/51357 





























FAA AIRCRAFT REGISTRY 
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ARTMENT OF TRAIMSPOnTfT,?i TE i21iY EB,CA 

STANDARD cSScatc”' 

McDGNXZLL DOUGIN 
HELICOPTER C 

^SIS FOR ISSUANCE 

*ss KKrhcaie „ 

, issue*! has been inspected , 

lh es teensAownlomeellher, 

inex S lo me Convention on In: 


040GE 


NORMAL 


evcept as notes herein. 


NONE 


or a Jeffn:nai:on 
maintenance, pre 

waticn Regulation* 


ate OF ISSUANCE 


designation number 


Ayreprottectton .or m,s U T 
ars or both THIS CERTlFiCATF 

- nation regulations. 

AA FoTrn 8100-2 


ipunishable by 









FAA AIRCRAFT REGISTRY 
CAMERA NO. ?N DATE: ' 









DEPARTMENT OF TRANSPORTATION ' V|£D--- . 

...SEP 2 - 1 SPSSn.. 

, A ;j _ „ A,R Af>,D ALTERATION _ _ FOR FAA USE ONLY 

- 1Alrframe ' Powerfrlo nt, Propeller, or A pp i;- t A<*B FSDQ o?fi<3 identification - 

[ ^SSS, x ssffffss£. - »««•»■"»« w- ». ..d acIJ, - ■ 

MAKE —----— ; -■ _ 

'■ mcRAFT Lrr^^^gS^J^ gP^RS | MODEl ^a_ g ~ ~~ 


’• A,RCRAFT l M ODa ^ Q _ g 

- _ 0400-s _ nationality and registration mark ' 

2 OWNER (As shown “ registration certificate) ~ ~~ ADDRESS^ --. 

0WNER _ ■ • Y. i-' ' °° registration certificate) 

-i_ MCDONNELL D0U3LAS HET iT mPTroc ^ E ‘ROAD 

, • 1 — -- ' XM V- MES A, ARIZONA. 85205 

;- : --- - J. FOR FAA OsPnai -- 




•1 


f 


w 

i 


AIRFRAME . 


POWERPLANT 


propeller 


74 . UNIT identification 

J MODEL 

(As described in i/em ' J 


APPLIANCE 


MANUFACTURER 


-- - ^-^ jNCy'rNXME^AND^ADFRTsT ^ 

CEBIDM AIRCRAFT INTERIORS INC 
3701 INDUSTRY AVE. 

LAKEWOOD, CALIF. 9Q712 


XcQNEORHITYlTATEMENr --- 

- r -B^KIND of agency” 

|u.S. CERTI FICATED MECHANIC 
j FOREIGN CERTIFICATED MECHAN IC 
X | CERTIFICATED REPAIR STA TION 

I I manufacturer . 



- 5. 

TYPE * 

REPAIR 

ALTER¬ 

ATION 


c 




1 




C. CERTIFICATE NO. 

#EF312473l 

limited AIRPRAME 


D I ccrt'f h. j ’--------- | . |>nAr»urAumiER ___ -j -- 

and^diat "hu'inTDrma^l'on'^rnishcd^ herein* 'r«| u l.rpJni^nZ^fiT^A- 00 - ' ht r '« r « " r 

-----—-the he,, of my knnWtXe 

__ . . X \ P IGNATURE OF ACTHOR'lZEDlNDP/IDUAi -- 

- - - - -— J.-KtILIAM C. LKWIN- /S’ ^ 

"nIPTTXT—— -mm ra iii vlcT- - ; -— 

f-^sssssss^m na^ t.3^=^==TT 

BY-J_^p5^ AMDAR0S manufacturer inspection authorization ”-- 


- 1 -NMrnmr Of rhe F ( 

FAA FLT. STANDARDS j 
_^INSPECTOR 

FAA DESIGNEE ' 


DATE OF APPROVAL OR " 
REJECTION 


— « r I f 1 f, _ ; 

FAA Form 337 ;7-67) 


^ MANUF ACTURE R I INSPECTION AUTHORISATION OTHER (Specify} : 

REPAIR STATION ~ CaSaS'aN DEPARTMENT—- 

ry OF transport inspector 

■ 1 -—- - OF AIRCRAFT . 

D £ 51 GNAT! O N^N O, S| G N AJWE pp^U THQRIZE D ^DIVIDjJ^I ~ 

-EFR1 ?47 Tt.--- WITiTiTAM C. ERWIN REPAIRNRN, - 4 2374£m 

tY U.S.'Govemrnsnl Prinlinc OlIiCR I 9 T 7 - 7 77-6*6,1 A, “ ----- 


‘ (8320) 
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applicable airworthiness 


Identify with air¬ 


craft nationality and 


□ ADDmONAL SHEETS ARE ATTACHED 
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DEPARTMENT OP TRANSPORTATION 

FEDERAL AVIATION ADMINISTRATION 

STATEMENT OF COMPLIANCE WITH THE FEDERAL AVIATION-REGULATIONS 



AIRCRAFT'OR AIRCRAFT COMPONENT IDENTIFICATION . - 1 

MODEL NO. 

369. SERIES 

TYPE fAiipfane, Radio, Hclicoptar, 1 

. _ J 

j- HELICOPTER 1 

NAME OF APPLICANT 

CUSTOM AIRCRAFT INTERIORS 


IDENTIFICATION 


1-10060 REV.. "3" 
DATED: 7-29-90'• 



L 1 STOF DATA 


MMABILITY TEST PLAN/REPORT 



THESE DATA WERE WITNESSED BY THE 
UNDERSIGNED D.E.R. AS AUTHORIZED 3Y 
WALTER ETER MAN ON 7-9-90. 


PU RPOSS OF CAT A 

FAA PROJECT NO. NM100L-1710 

TO DEMONSTRATE FLAMMABILITY COMPLIANCE IN SUPPORT OF APPLICATION FOR STC 

APPLICABLE R£OU>P^MEMTS (Lilt «pcc///c .section*) 


FAR 25.853(a){1} AMENDMENT 25-32 


CERTIFICATION - Under authority vested fay direction ol the Administrator and in accordance with conditions and limitations 

of appointment under Part 183 of the Federal Aviation Regulations, data listed above and on attached sheets numbered - 

__have been eiamin'ed in accordance with established procedures and lound to comply with applicable 

requirements of the Federal Aviation Regulations. v - 

I 1 Recommend approval of these data - • 

I Therefore i—rri , / 

■evA Approve these cata _ 


CL AS51 FI CaTION(S) 


RING REPRESENTATIVES) | DESIGNATION NUMSERS(S) 


SYSTEMS & EQUIPMENT 
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airrraft Interiors 


flammability test plan/report 
•"NO. 1-1.0060 
REV. .. S 


^A- PROJECT NO- NK100L-1710 


FOR INSTALLATION IN: 


MCDONNELL-DOUGLAS 3159 SERIEo 
• - helicopters 


Avc . Lnkewooci. CA 00712 .(21 J) 426-509 


701 Indus 


PREPARED.3Y: 


DATE: 
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CAMERA NO .3 N DATE: Z~- 28-91 


























rCRAFX REGISTRY 
NO.5 N DATE: , 


REVISIONS 


APPROVAL 


ITEM 1 'PAGE 2 AND MATE 
(PAINT WAS) AMERON 220 






















ASZUtbim 
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CAMERA NO .3 ti DATE: l - 28 -.97 



















FAA AIRCRAFT REGISTRY 

CAMERA NO.3 N DATE: z’- 28 - 91 


&lrrraft Interiors 


ets forth Test Procea 
nee with requirements 


come a Test Report^upon 
and the addition of the 


BUCKLEY ENTERrKXai 
23428 VIA GAYO 
VALENCIA,. CA' 9135! 

JOHN BUCKLEY, (.80! 
Roorox. test date 


3 701 industry Avc .Lakewood, CA 90712 
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MATERIALS IDENTIFICATION AND USAGE 















































FAA AIRCRAFT REGISTRY 

CAMERA-NO .3 N DATE : 2~- 28-91 
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TESTREPOKTNO. 
1-10060 


MATERIAL PANEL: L PLY L501-7781 PREPREG, 1/8" KLEGECELL FGD55E03 & 
DESCRIPTION- 1 PLY L 50i i-7781 WITH POLYESTER FILLER #4, ACRYLIC PRIMER 

2 COATS NASON ACRYLIC ENAMEL #419-19 WHITE, 1 COAT 


TESTNO. 549 a 


TRIM PANELS 


MCDONNELL-DOOGLAS 
PROGRAM 3 69 SERIES HELICOPT 


MANUFACTURER 

SUPPLIER 


CUSTOM AIRCRAFT.INTERIORS 


TEST METHOD : 


IGNUIONTIMS-.MXTERIaL position 


SOAK 

began 


7-26-90 


TEST 

LOCATION Valencia. CA913S5 


TEST VALUES' 


DRIP 

EXTING 

TIME 

(SECS) 


BURNED 

LENGTH 

(INCHES) 


EXTING 

TIME 

(SECS) 


.SAMPLE 

NO. 


TEST 

METHOD 


5.50 

5;12 

5.75 


AVER-. 


COMMENTS: 


BUCKLI 


"Induic Material Type, Ganstruajan. Spcdfiaticn.Thjdjicsi, Color, Be 


7-29-90 


(INVMIN.) 


SKETCH: 


FLAMMABILITY DATA SHEET 


Buckley. Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
1 805) 255-9842 
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j 


FLAMMABILITY DATA SHEET 

Buckley: Enterprises 
23428 ViaGayo 
Valencia, CA 91355 
(805) 255-9842 


.PAGE- 

REVISION 


MATERIAL . r-- 

DESCRIPTION* #4101 et'hafoaM 1/2" THICK 


FILLER 


MANUFACTURER DOW CHEMICAL 
SUPPLIER MIDLAND, MICH. 

TEST METHOD 


IGNITIONTIME- MATERIAL POSITION 

FL 

GO SEC-VERT. 
ESBCTVERX 

FAR25SS3 (a) AMENDMENT2S-32- 

——•— rsi * 

Ft 

ES 

F5. 

15SEC-HOREL 

30SEC-4S" 

33 SET- - ELECT 

■ = ■ <W) 

FAR2SRS5(a-lI * ' ' 

FAR2SJ3S9I<B * ~ * * 


SKETCH; 


TESTREPORTNO. 

= T -1 0060 


TESXNO. 550a 

SAMFLENO. 



MODEL/MCDONNELL-DOUGLAS 

progra series helicopter 


LOCATION Valencia. CA913S5 


TESTVAIJUES 


SAMPLE 

NO. 


TEST 

METHOD 


SOAK 7-26-90 


EXTIN G 
TIME 
(SECS) 


BURNED 

LENGTH 

(INCHES) 


•resrr 7-29-90 

DATE 


DRIP 

EXTING 

TIME 

(SECS) 


FLAME- 1857°f 


BURN AFTER 

RATE GLOW 

(INJMIN.) (SECS) 


AVER. . 


4.50 . 
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TEST REPORT NO. 
1-10060 


MATERIAL 

DESCRIPTION- 


6/6_ NATURAL NYLON BLOCK 


TESTNO. 551a 


RETAINER 


MANUFACTURER REGAL PLASTICS 
SUPPLIER , GARDENA, CA ■ 


SKETCH; 


TEST METHOD 


IGNTRONTIME-MATERIAL POSITION 


FI. 60SEC-VEEX FAR2SS53(a)AM£NDMENF2S-32 


SOAK 

BEGAN: 


7-26-90 


TEST 

LOCATION"' Valencia. CA 91255 


AFTER 

GLOW 

(SECS) 


BURN 

RATE 

(IN./MIN.) 


BURN 

TIME 

(SECS) 


DRIP 

EXTING 

TIME 

(SECS) 


SAMPLE 

NO. 


TEST 

METHOD 


EXTING V BURNED 
TIME ■ LENGTH 

(SECS) (INCHES) 


1.38 

1.28 

1.12 


FI 


AVER. 


COMNibN i it 


RIICkT. rTf 


0 FAILED 


• Indude Material Type, Ccrtstruciicc, SpadfjsatiorL, Thickncs, CoJor, Elc 


FLAMMABILITY DATA SHEET 

Buckley Enterprises 


j 23428 Via Gayo ‘ 

Valencia, CA 91355 < 

(805) 255-9842 


* 

* 

• PAGE 


REVISION 


inuouu -*■ •* 

PROGRAM 


SERIES HELICOPTER 


TEST VALUES 
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I 7.1 


FLAMMABILITY DATA SHEET 



Buckley Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805)255-9842 


' PAGE- 
REVISION 


material 

DESCRIPTION* 


FABRIC BACKED VINYL, COLOR: WHITE 

'decor- 


M^T^CTURER - UNIROYAL PLASTICS 
.MISHAWAKA, INDIANA 


TESTREPORTNO. 


1-1 0060 


TEST NO. 

552a 


SAMP1ENO. 552 



TEST METHOD 


MCDOWELL-DOOGLAS 
PROGRAM^ ^ series 


SKETCH: 


IGNmONTIME-MATERIAL POSITION 
-0 _60SEC-VERX FAR2SSSi' a 'i AWFMr 


EAR2S8S3 (a) AMENDMENT2S-32 



TEST 

LOCATION: Valencia. CA 


SOAK 

BEGAN 


7-26-90 


7-29-90 



TEST VALUES 
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. ' 


FLAMMABILITY DATA SHEET 


i 

Buckley Enterprises 


23428 Via Gayo 


Valencia, CA 91355 


(805)255-9842 


. .... . ... .. • 

‘ PAGE 


REVISION 


MATERIAL 

DESCRIPTION* 


FABRIC BACKED VINYL NAUGAHYDE, COLOR: BLACK 


TESTREPORTNO. 
1-10060 


DECOR 


553a 


SAMPLENO. 553 


MANUFACTURER 

SUPPLER 


UNIROYAL PLASTICS 
MISHAWAKA, INDIANA 


MODEL/ MCDCNNELL-DOUGLAS 
PROGRAM 

369 SERIES HELICOPTER 


TEST METHOD 


- SKETCH 


IGNmONTIME - MATERIAL POSITION 


FI. 6 QSEC-VERX. FAR2SRS3(a) AMENDMENT 2S-32 


lMaa«B!iaai 


TEST 

LOCATION: Valencia. CA 91355 


soak ’ 7_26-90 

BEGAN 


TEST 7-29-90 
DATE 


flame 1857°F 

TEMP. 


TEST VALUES ' 


AFTER 

GLOW 

(SECS) 


OHN BUCKLEY 


iimnn 


COMMENTS: 


Indudc Material Tjpc, Construction, Specification, Thkiness, Color, Be 
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flammability data sheet 


Buckliy Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805)255-9842 


* PAGE—: 
REVISION 


S™- 2.0= POLYESTER FOAM, 1/2" THICK 

COLOR: CHARCOAL 


TEST REPORT NO. 
1-10060 
"testno- 


INSULATION 


_ 554a 

SAMPLENO. 254 


MANUFACTURER blocksom 
SUPPLIER BOS ANGELES, CA 


__ I _ ___ 

MODEL/ MCDC^nffiLL-DCOGLAS 

program 369 series helicopter 


testmeihod 


. SKETCH: 


IGNITIONTIME-MATERIALPOSmON 

fflSEC-VERX FAR 258S3fa1 AMENDMENTS-^ 

_ -- - -*-7C\ " 


is sFr_-HOK5-~ ‘ —feS 

T1SF r.-4S^ FAR2S-BS5(a-l) 

SEC. -6CP 1 FI FT- FAKB-ia jifl. 


TEST 

im-A-nnN- VaicncxCA 91355 _ 


SOAK 
I DEGAN 


7-26-90 


7-29-90 


FLAME i 857°F 
TEMP:___ 


test values 


SAMPLE 

NO. 


TEST 

METHOD 


exting 

TIME 

(SECS) 


•BURNED 

LENGTH 

(INCHES) 

DRIP 

EXTING 

TIME 

(SECS) 

burn 

TIME 

(SECS) 

burn 

RATE 

(INJMIN.) 

AFTER 

GLOW 

(SECS) 

2.50 

0 




1.87 

0 ' 




2.38 

0 




2r25 

_ 0 . 





[ 


BUCKLEY 


COMMENTS: 


gg _ FAILED 

tfType, Consmiabn, Spedfiorion,TCctaess, Ccto, Ea. 


wmmmm 


\ 


. 
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FLAMMABILITY DATA SHEET 


Buckley Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805) 255-9842 


• PAGE- 
REVISION 


MATERIAL 

DESCRIPTION" 


BARYFOL/BM-lAY 


MANUFACTURER 

SUPPLIER 


INSULATION 


1 H.L. BLACKFORD 


CORONA , CA. 


TEST METHOD 


IGNTTIONTTME- MATERIAL POSITION 


X FL 60 SEC-VERT. FAR2SSS3 (a) AMENDMENT25-32 



MODEL/ MCDONNELL-DOUGLAS 

PROGRAM 

ICOPTER 





! 



TEST 

LOCATION: ValcndiCA 91355 

SOAK n r qq 

BEGAN: /_Zb -- yU 

ESs 7-29-90 


TESTVALUES 


SAMPLE 

NO. 

TEST 

METHOD 

EXTING 

TIME 

(SECS) 

■ BURNED 
LENGTH 
(INCHES) 

DRIP 

EXTING 

TIME 

(SECS) 

BURN 

TIME 

(SECS) 

BURN 

RATE 

(TNJMIN-) 

AFTER 

GLOW 

(SECS) 



'Inducfc Material Tvpc, Cons^jction, Spanficatjcr^TTuckncs, 
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m 



FLAMMABILITY DATA SHEET 


Buckley Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805) 255-9842 


MATERIAL % 

DESCRIPTION- 2 " LOOP VELCRO 


US\OE ATTA CHMENTS _ 

MANUFACTURER SCOTCH-MATE, 3M 
SUPPLIER 


TEST METHOD 


IGNTTIONTIME-MATERIAL POSTDON 


S3 SEC-VERT. 


EAR 75SS3faTAMENDM£NT2S-32 
-■- r-nR r " ‘ 


SKETCH: 


model/ 

PROGRAM 


•PAGE--^L-L- 

revision. ," ■ . M - 

TEST REPORT NO. 

1 -1 0 060_ 

SAMPLENO. 55 g 

M(XCNNELL-IX?JCLAS _ 

369 SERIES HELICOPTER 


- IS SFC-HORIZ. . • • 

tq rft - 4 T* FAR 2 SSSS (a-l) 

--n'&r.-f&'Eir-r fars.i^M . 


TEST 

LOCATION: Valcnd3-CA913S5 _ 


I SOAK 7-26-90 

I BEGAN:_ ' 


TEST 7-29-90 

DATS - 


flame i857°F 
TEMP: -_ 


testvaixjes 


sample 

NO. 


TEST 

METHOD 


EXT1NG 

TIME 

(SECS) 


BURNED 

LENGTH 

(INCHES) 


DRIP 

EXTING 

TIME 

(SECS) 


BURN 

RATE 

(INVMIN.) 


AFTER 

GLOW 

(SECS) 


AVER. 


BUCKLEY 


COMMENTS 


FAILED, 


•Irekric MatoElTypc, Coretrucix. SrcETiaacr.ThidTigs. ( 


W ~- 






























FLAMMABILITY DATA SHEET 

Buckley-Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805) 255-9842 


■PAGE- 

REVISION 


MATERIAL 

DESCRIPTION' 


SJ3418 2" PILE VELCRO 


ATTACHMENTS 


MANUFACTURER SCOTCH-MATE, 3M 
SUPPLIER 


TEST METHOD 


SKETCH; 


■ TESTREPOHTNO. 

-1-10060 _ 

' TESTNO. • 

a a _ 

SAMFUENO. - _ ^ 

MODEL! j^cdONNELL-DCOGLAS 
PROGRAM 369 HELICOPTER 


IGNTnONTTME-MATERIALPCSDION 

60 SEC - VERT. FAR 2S-S53(a) AMEND MENT2S-32 


15SEC-HORIZ. ' ' (N-3) 

30SEC-A5 0 _ EAR2S£55fa-D 

' 33 SEC-AP FI EC FAR 25-1359 Idj 
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i 


FLAMMABILITY DATA SHEET 

Buckley Enterprises 
23428 Via Gayo 
Valencia, CA 91355 
(805) 255-9842 


MATERIAL 

DESCRIPTION" 


.06 ABS PLASTIC-FR 


RETAINER 


MANUFACTURER regal PLASTICS 
SU™ 3 *- GARDENA, .CA 


‘PAGE--- 

REVISION --- 

‘ ’ [ TEST REPORT NO. 

1-10060 

_ T testno. 558a 

samplsno. 558 

££S^M MCDONNELL-DCXJGLAS 
_ TAQ CTIRTRS: HELICOPTER 


TEST METHOD 


^SKETCH: 


IGNTnONTIME-MATERIALrOSnlON i 
6DSEC-VEKT. F.AR25RS3 (a) AMEND MENT2S-32 


I5SEC-HORTZ. - ‘ QC 
33 SEC-45° FAR2SRSS(a-I 

31 RFCELEC PAR25.1359 (J 


LOCATION: VataicB.CA9I3S5 


TEST VALUES 


SAMPLE 

NO. 


EXTTNG 

TEST | TIME 
OD I 


BURNED 

LENGTH 

(INCHES) 


DRIP 

EXTING 

TIME 

(SECS) 


BURN 
RATE 
(IN./MIN.) 


AFTER 

GLOW 

(SECS) 




"Indude MalcriaITjpo, Qxsouaion, Spedfiatix,Thiij)ess, Color, Eic. 
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FLAMMABILITY DATA SHEET 

Buckley Enterprises 
23428 Via Gayo 
Valencia, C-A 91355 
(805) 255-9842 


material 

description* 


ivi hssoltte 


USAGE XNSULATICN - __ 

Tl\NUFACTURER uniroyal plastics 
SUPPLIER MISHAWAK A., INDIANA. 

TEST METHOD J 

IGNmONUME-MA TERIALPOSmON __ 

—2-rar-cssiTfEEC^rZ^ —. - r-r- 

—- k -5^TTHSiCIIZZII_§2-.-~ 


keveion --- 

~] TEST REPORT!^ 

1-10060 

TESTNO. 55 g a 

sample no: 559 


MC S5iv/ MCIXMTEXIr-DOOGLAS 

PROGRA ^ HELIggira 


■ SKETCH: 


TEST 

T OCATIQN Valcpr g-CA913SS 

( TEST VALUES 


sample 

NO. 


TEST 

method 


soak 7-26-90 

I nr-r. AN: —I- 


EXTING 
TIME 
(SECS) . 


test 7-29-90 
DATE____ 


FLA*® -! 8 57°F 
TEMP: -- 


burned 

length 

(INCHES) 

EXTING BURN 

™S, (SICS) (1N./MIN.) 

after 

GLOW 

(SECS) 

4.18 

0 


4.12 

0 

. 

5.75 

0 


4.68 

0 



I 


i\ 

f IT 

•K 


JOMtis BUCKLEY 


FAILED 


p^Ssee? ra ^ 

•IndiAKble^Ty^Corelructio^SfcdfiaUon.TWd®^Ooto^DE 


COMMENTS: 
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|\ 


■ h 

U 


FLAMMABILITY D ATA SHEET 

\ 


Buckley Enterprises 

23428 Via Gayo 

Valencia, CA 91355 
(805)255-9842 


■ - . ■ ' _ ■ : 

PAGE 


REVISION 


MATERIAL 

DESCRIITION- 


MANUFACTURER 

SUPPLIER 


TEST METHOD 


TEST RETORT NO. 
1-10060 


- SANTDPRENE 251-80 


IPGS TRIM' __ 

MONSANTO CHEMICAL 



PROGRAM MCMINNEIali-IXXJGLAS 


369 SERIES HELI COPTER 


IGNTTIONTIME - MATERIALPOSTITON 


SD SEC-VERT. FAR25SS300 AMENDMENT 2S-32 



TEST 

LOCATION: Vafcnm. CA 91155 


TEST VALUES 


SOAK „ „ „ 

BEGAN 7-26-90 



SAMPLE 

NO. 


- TEST 
METHOD 


EXTING 

TIME 

(SECS) 


BURNED 

LENGTH 

(INCHES) 


DRIP 

EXTING 

TIME 

(SECS) 


BURN 

RATE 


(IN./MIN.) 


AFTER 

GLOW 



FAILED 


“IhdodcMaterialType, Ccnanciion, SpcdCcatior,Thid3ica, Cdcr, 












































FAA AIRCRAFT REGISTRY 
CAMERA NO .3 N DATE:’ 













DCPABM£HT 0 tUNSfOdalXM 

Form Approved 

1 FEDERAL AVIATION ADMINISTRATION 

Budget Burma No. 04-RO60 .1 

MAJOR REPAIR AND ALTERATION 

FOR FAA USE OSLY \ 

(Airframe, Powerplont, Propeller, or Appliance) 



INSTRUCTIONS: Print or type ell entrje*. See FAR 43.9, FAR 43 Appendix B, and AC 43.9-1 (or subsequent revision thereof) 
tor instructions and disoosmon of this form --- 1 1 


1. AIRCRAFT 

MAKE 

McDonnell Douglas Helicopter Co. 

Mooa 

369E 

SERIAL NO. s' C\ 

p 0400p) 

NATIONALITY AND REGISTRATION MARK 

N510PD 

2. OWNER 

NAME (As shown on registration certificate) 

McDonnell Douglas Helicopter Co. 

ADDRESS (As shown on regitfrafion carfificntn) 

5000 E. McDowell Road 

Mesa. AZ 85205 


4. UNIT IPBITIflCATlOH 


5. TYPE 


AITIS- 

ATION 


AIRFRAME 


rmrrrtxirrtrtrtSMN (As Ascribed in i f*tn I "^"'Tj frrrrmrrwttifrrtrt 


POWERPLANT 


PROPELLER 


APPLIANCE 


MANusxcruna 


_ A. AGENCY'S NAME AND ADDRESS _ 

Flight Trails Helicopters, Inc. 
4805 E. Falcon Drive 
Mesa, AZ 85205 


6. COHEOBMITY STATEMENT 


B. KINO OF AGENCY 


U.S. CERTIFICATED MECHANIC 


FOREIGN CERTIFICATED MECHANIC 


CERTIFICATED REPAIR STATION 


MANUFACTURER 


C. CERTIFICATE NO. 


407-40 


•- —---i—___ 

D ' ina'chiS "if lir C nd/ ° r * l, * r,,ion ™ dc >° '•<* unit(s) identified in item 4 above and described on the reverse or 

Ind rtiTTthr'mS, 0 b?” •r"-"*"’ « CHrd » nc ' Wl j t ' ft** requirements of.Pan 43 of the U.S. Federal Aviation Regulations 
and that the information furnished herein is true ind correct lo the best of my knowledge. * 


DATE 


September 5. 1990 


MATURE OF AUTHORIZED INDIVIDUAL 


■BLLEND N. BREMERTHON 


Pursuant to_ 

the Administrator 


7. UPPEOVAl FOR KTU8N TO SEBVlg 


the authority gnren persons specified below, the unit identified in item 4 was inspect 
crator of the Federal Aviation Administration and is fyH APPROVED PI REJECTED 

1 I-:-1 i-“-=-i- 


reted in the manner prescribed hy 


BY 


f AA FIT. STANDARDS 
INSPECTOR 


MANUFACTURER 


INSPECTION AUTHORIZATION 

OTHER (Spm.fr) 


FAA DESIGNEE 

X 

REPAIR STATION 

-.- 


Canadian department 

OF TRANSPORT INSPECTOR 

OF AIRCRAFT 


DATE OF APPROVAL OR 
REJECTION 


CERTIFICATE OR 
DESIGNATION NO. 

imziswzz 

INDIVIDUAL 

9/5/90 


407-40 

uj 

ELLEND N. BREMERTHON 


FAA Form 337 ( 7 - 67 ) 


(8320) 




















NOTICE 

Weight and balance or operating limitation changes shall be entered in the appropriate aircraft record. ■ 
An alteration must be compatible with all previous alterations to assure continued conformity with the 
applicable airworthiness requirements. 


8. DESCRIPTION OF WORK ACCOMPLISHED (If more space is requiredattach additional sheets .. Identify with air¬ 
craft nationality and registration mark and date work completed.} 

Installed Aeronautical Accessories, Inc. Rain;Gutters per STC SH1626S0 
dated 6/13/84, revised.6/1/88 and drawings and'installation instruc¬ 
tions dated 3/29/88, see 337. ■>-, 

Installed Facet Enterprises Scavenge Oil Filter per STC SH4Q1GL dated 
4/18/80, amended 6/10/88 and installation instructions No. 1741050 
dated 1/1/83,' revised 5/24/88 .‘ . , 

Installed WECO Starter Generator Kit per ST& SH3195NW dated 12/12/85, 
and WECC Master’Drawings No. WE369 Rev. C dated 12/3/85. All work don* 

in accordance‘with AC 43.13-1 & -2, No weight change. - . 

Installed Wire Strike Protection per STC SH1713S0 dated 12/12/84, revi: 
June 1, 1988 and ER84650 installation instruction dated 2/24/84, revis 
10/4/86 and 10/4/89 and drawing 44183053 and 44183048 and 44185049. . 
Installed Fargo Aux; Tank per STC SH656GL,dated 11/12/82, revised 
7/30/85 and Fargo-Drawings A1066-1082 dated 10/25/82 "and 'installation 
manual dafi 1 ^] 11/5/82., amended 8/2/86. 

All work completed in accordance with AC 43.13-1A & 2A. 

Weight & balance revised-. See ‘Pilot 1 s Flight Manual. 

















